The New DB1000- 
e Fixture, One Solution. 


a7 
li | i Bronzelite's DB1000 Inground Lighting Fixtures 


' | Superior 
= 


Bronzelite 
introduces the 

first of its kind 

inground lighting 

fixture that simplifies 

| specification and adapts 
to your changing job site 
conditions, The all new DB1000 
features a unique multi-tap ballast that can o 
be changed quickly to any voltage requirement, 

saving installation time and eliminating delays resulting 

from changing specifications 


For unmatched lighting versatility, select spot, flood or wall-wash reflector 
assemblies that utilize Bronzelite's TouchAim™ lamping module system with 15 
vertical and 360° rotational adjustment. Lamping options range from 32 watt fluorescent 
to 250 watt HID, including the Philips MasterColor™ metal halide lamps for whiter light 

| and precise color. Built to be practically indestructible, the DB1000's high-strength, 

| corrosion resistant fiberglass reinforced polyester housing will carry loads up to 3,000 

| pounds*, and the high temperature Rytron™ lamping module will withstand 
temperatures up to 200° C 


- Twist-lock Lens Frame 
| - Error-free TouchAim' Adjustment System 


- Liquid-tight Cables with Tooless Connectors 


| - Multi-Tap Waterproof Ballast Module 


- Double Lens Protection System 
with Flat Silicon Gaskets 


- Cast Bronze Lens Frame with 
Compression Limiters 


* For loads up to 3000 Ibs, DB1000 must be 
equipped with an optional drive-over lens 


Learn more on how 


the DB1000 can 
| simplify your life. 
100 Craftway Littlestown, PA 17340 bru Men cl 
(717) 359-7131 Fax (717) 359-9289 on this remarkable 
www.hadcolighting.com new fixture. 
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FLOODS OF OPPORTUNITY 
A High performance Architectural Flood Lighting Family 


The newest member of the Hydrel 
7000 Family of floodlights, 
the 7000 Series, is a compact unit 


= 


The Hydrel 7800 and 
7801 Series, additional 


The complementing the very successful flood family members, are 
t 7100 and 7200 Series Hydrel precision luminaires in a 
Series floodlights. The new 70 Watt HID compact, high 


7000 Series floodlight provides a wide dynamic 
range of lighting options with new HID, quartz, 
incandescent, or fluorescent lamps. 


performance Euro 
design. To 400 Watts in 
popular distributions. 


The 7100 and 7200 Series provide power capabilities 
to 175 Watts and 1000 Watts respectively, with eight 

standard distributions for each unit. Key features of 
these three series include: 88 


К 
Y 


positive sealing, internal | 
glare control, multiple | 
mounting options, and 
contemporary styling- all 
supplementing superb 


7 Bh 
ra 


7000, 7100, and 7200 Series 


ы — HYDREL 
не DREL 12881 Bradley Avenue, Sylmar, California 91342 
Flood Lighting Phone 818-362-9465 Fax 818-362-6548 


Website www.hydrel.com 


HYDREL is a registered trademark of 
Lithonia Lighting. 


ITL documented Yoke mounted 1000 Watt 7200 Series pole mount 
7200 Series with surface 
performance. mounted ballast 
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Prescejite 


A NEW QUALITY.OE TIGHT 


Problem: 

Low voltage MR-16 lamps offer unique advantages for 
display lighting, but the cost of necessary transformers 
may make them difficult to use on certain types of 
commercial and residential projects. In addition, the 
need for a transformer in some cases requires a size of 
fixture that eliminates the advantages of a small two- 
inch diameter lamp. 


Solution: 

Prescolite's new series of Lite Trac Classic Miniatures, 

utilizing the latest advances in line voltage MR-16 

incandescent lamp technology. This exclusive introduction 
provides all the advantages of low voltage track lighting 

without the need for a bulky transformer, while allowing the 
fixture to be dimmed with a standard incandescent dimmer. Its 
small profile, excellent beam control, and outstanding light output 
make this a valuable new specification tool for lighting professionals. 
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The ACV™ Valve System seso 


The ACV'^ Valve System (Anti-Condensation 
Valve) utilized in B-K Lightings PAR3O/PAR3a | Exterior Products 
fixtures expels moisture-laden air from the | /”novator Award 
hermetically sealed optical compartment, | LIG В еда 
creating an internal vacuum and eliminating 


the possibility of condensation. Contact us 


today for more information 


B-K LIGHTING... the number one choice in 
specification-grade, outdoor architectural lighting, 


7595 N. Del Mar Avenve « Fresno, СА 93711 « (559) 438-5800 Fax: (559) 438-5900 
email: info@bklighting. сот » web: www.bklighling.com. 


architectural lighting 
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CORONADO 
SPRINGS 


LIKE TO SHARE WITH YOUR COLLEAGUES, CLIENTS 
OR PROSPECTS? IF SO, WHY NOT TAKE 
ADVANTAGE OF AN EXCELLENT OPPORTUNITY 
TO PASS THE MESSAGE ALONG. 


ORDER ECONOMICAL REPRINTS TODAY. 


AVAILABLE IN ORIGINAL FULL-COLOR, OR BLACK & 
WHITE, REPRINTS CAN BE OBTAINED FOR ANY 
ISSUE OF ARCHITECTURAL LIGHTING. 
ES 
For a free price quote, contact Vicki Brewster, Reprints Manager 
at 516-365-2646. Or for further information, contact Vince Habick, 
Production Manager at 415-905-2454. 


(847) 619-9800 
fax (847) 619-0149 


List Rental 


Circulation WENDY SAAR (212) 615-2687 
fax (212) 279-4460 
CUSTOMER SERVICE (800) 255-28 
fax (847) 647-5972 
Reprints Vick! BREWSTER (516) 365-2646 


fax (516) 681-7315 
62 Northwoods Rd 
Manhasset, NY 11030 


fax (212) 279-3955 


ADVERTISING SALES 


NORTHEAST/INTERNATIONAL CLIFF SMITH (212) 615-2649 


fax (212) 279-3955 


SOUTHEAST HELENE FINEBERG (914) 762-5056 


fax (914) 762-47 


(773) 792-1830 
fax (773) 792-1831 


MIDWEST/CENTRAI MARIE KOWALCHUK 


(626) 799-3610 
fax (626) 799-5853 


WEST JON HENG 
PATRICIA OLAIZ HENG 


(541) 344-1909 
fax (541) 344-2646 


WEB SALES DAVE BURTNER 


)615-2727 


CLASSIFIED SALES (212 
fax (212) 279-3955 


MILLER FREEMAN, INC 


CEO/Miller Freeman Global: Tony Tillin; Chairman/Miller Freeman Inc.: Marshall W. Freeman: 

P nt: Donald A. Pazour; Executive VP/CFO: Warren “Andy” Ambrose; Executive УР: H. 

Ted Bahr, Executive VP: Darrell Denny; Executive VP: Galen Poss; Executive VP: Regina Starr 

Ridley; Senior VP: Wini D. Ragus; Senior VP: John Pearson; Senior VP/Produetion: Andrew A 
Mickus; Senior VP: Mark Klionsky: VP/Circulation: Jerry Okabe 


Bosco 


MILLER FREEMAN DESIGN GROUP 


Architectural Lighting Contract I Facilities Design & Management 
ASID Design Powe 


InterPlan The Design Show 


AlLoffice Journal Altoffice Conference & Exp 


Batimat Design-Build 


Miller Freeman, Inc., division of United News & Media 
One Penn Plaza, New York, NY, 10119-1198 

Telephone (212) 714-1300 Fax (212) 279 5 

www.archlighting.com, www.lightforum.com 
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BPA International Membership Applied for October 1999 


Uf Miller Freeman 
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Created to produce saturated colors in green, 


blue, magenta and orange without the use of 


gels, filters „Маго coated glass... add color 


to any architectural structure. 


800. 218.7446 
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FOR YOUR INFORMATION ... 


Welcome to Architectural Lighting's annual Lighting Source Directory, This valuable reference guide provides 
access to more than 1,300 North American manufacturers and suppliers of lighting (and some related) products, To 
make the Directory easy to use and understand, we've divided it into two main sections: 

Alphabetical Listings: In the first part of the Directory, you will find the company's name, address, phone and 
fax numbers, e-mail address for inquiries and website. Some manufacturers are specially advertised with a logo and 
à short description of their company and its capabilities, in their own words. 

The listings in this Directory are for manufacturers only. It is possible, though, that some reps and distributors 
may be listed. These listings are an oversight and should be reported to us so that they can be removed. 

Product Category Listings: More than 650 companies responded to our survey to tell us what product categories 
they manufacture. In this section, you will see category headings for all major lighting product types, then a list of 
manufacturers, To contact these manufacturers, look them up in the alphabetical listings. Note that light "source" in 
this Directory means lamp. not fixture. Some companies are specially advertised with "company profile" pages, In 
addition. you will find profiles for both the International Association of Lighting Designers (IALD) and the 
National Council on Qualifications for the Lighting Professions (NCQLP), just two of the many significant lighting 
organizations that Architectural Lighting supports and with which we maintain close 
working relationships. 

It is extremely important to us at Architectural Lighting and to your fellow readers 
that you report a mistake if noticed. If you believe your company should be listed, 
want to suggest new product categories or see à company listed that is not appropriate 
for this Directory, please fax (212) 279-3955, Attn: Lighting Source Directory. Please 
send all general comments to me at ctrauthwein@mfi.com, 

I'd also like to take this opportunity to point out that, once again, this Directory 
issue was made possible in part due to the tremendous assistance of Dave Burtner of 
inter.Light. Architectural Lighting is extremely grateful and appreciative of his efforts. 
And if you haven't already done so, make sure to 
check out his website at lightsearch.com. While you're 


browsing, click onto lightforum.com for interviews 


with leading lighting designers, technique, technology SHIRE TING 
and design articles, links to the industry's hottest sites TRAUTHWEIN, 


and discussion and queries on lighting-related topics 

h РЕ i EDITOR-IN-CHIEF 
On a final note, a heart-felt thanks to Targetti 

Sankey SpA for supplying us with the artwork for this 

month's cover, portraying light as a magical phenomenon. The images shown are 

from the Targetti Art Light Collection, which, says the company, arose as an answer 

to the question, "Is there not a third dimension of light?" The collection is inspired 


by the desire to successfully extend to art the dimensions of a world that cannot be 
relegated to the confines of science and technology and by the knowledge that “the 
only art that is alive is one that finds its elements in the surrounding environment." 
This collection makes tangible the idea of an art that draws on the innovative 
collaboration between the artists who have produced the light works and the 
ү, /) l + company’s many years of experience. 

7 t Ug For this collection, artists were invited to create art works that utilize any method 
of light. based on the understanding of the correlation between the artistic creation 

X N 207 and the industrial production. The artists were commissioned to create works that 
p \ 


contain light—different techniques supported their concepts, language and style 
TARGETTI SANKEY SPA 


Fluorescent, dichroic and neon sources, wood lamps and fiber optics all became the 
means for the creation of these works, The Targetti Art Light Collection utilizes the technology of electric light as 
material, content, concept and aesthetics to produce a visual collaboration of art, industry and science. 


Pictured on the cover clockwise from top left: Untitled 1997 by Olafur Eliasson—iron, varnish, electronic system, 
body motion sensor, 12V 10W lamps; Untitled (Ogni cosa) by Lena Liv—photographic image on glass using iron, 
handmade paper, fluorescent lamps; Crepuscolo by Hidetoshi Nagasawa—iron, varnish, copper plexiglass, 
fluorescent lamps: Laboratorio by Fabrizo Corneli—iron, varnish, brass, silver cast, crystal, dichroic lamp. 


From all of us at Architectural Lighting, happy holidays—here's looking forward to a new year, new millennium. 


PHOTO BY CHRIS L 


“FINALLY SOMEONE HAS SEEN THE LIGHT.” 


JoAnne Lindsley, [ALD 
Architectural Lighting Designer 
Lindsley Consultants Inc 


For JoAnne Lindsley, lighting is one of 
the most important aspects of a building’s 
design. The way she sees it, proper light- 
ing is a tool to help people do their job 
more effectively. Which is why when it 
comes to making her job a lot easier, she 
really appreciates a formatted comparison 


tool like c-z.com. 


Ir тоок 2 YEARS, 50,000 Hours р, 2 8 / ARCH ITECTS TO BUILD. 


Built by design professionals like JoAnne, 
c-z.com boasts an ever-growing inventory 
of product information. Detailed, uniform 
product data — it's the kind of quick access 
to information you'd expect from a 
resource that was built to be online from 
the beginning. So when it comes to 
researching your next project, turn on 


c-z.com. 


www.c-z.com 


The way to get work done. 
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2000 SCHEDULED EVENTS 


March 9-10 DesignFest/NeoCon South, 
Miami Beach Convention Center; (312) 
527-4141. 


March 19-23 Light + Building, Frankfurt am 
Main, Frankfurt, Germany; (+49) 69-75-75-0, 
fax (+49) 69-75-75-6612. 


March 26-28 Enlightening America 2000 
Conference and Trade Show, Adam's Mark 
Hotel, Philadelphia; (609) 799-4900, fax 
(609) 799-7032, e-mail: Irusso@eela.com. 


April 15-29 BSA International Architecture 
Tour to Australia with an optional extension 
to New Zealand and New Caledonia; (800) 
272-8808, (415) 955-2753, email: info@arc- 
tour.com. 


May 3-5 Ambiente China, Shanghai Mart, 
Shanghai, China; (49) 69-7575-6890, (49) 
69-7575-6091, fax (49) 69-7575-6808 


May 9-11 Lightfair International, Jacob 
Javits Center, New York City; (404) 220- 
2221, www.lightfair.com. 


May 20-23 International Contemporary 
Furniture Fair and Decorex USA, Jacob 
Javits Convention Center, New York: (914) 
421-3215, (800) 272-SHOW, website: 
www.glmshows.com. 


June 5-8 A/E/C Systems 2000, Washington 
D.C. Convention Center, Washing D.C; 
(800) 451-1196, fax (610) 458- 


June 18-20 BOMA International's 93rd 
Annual Convention & the Office Building 
Show, San Diego Convention Center, San 
Diego, CA; contact Maureen Lynn at (888) 
777-6956, fax (703) 528-1724, email: 
mlynn@pgi.com. 


June 21-23 Ambiente Japan, Tokyo 
International Exhibition Centre, Big Sight, 
Ari Tokyo, Japan; (81) 3-5275-2851, fax 
(81) 3-5275-2867, e-mail: mfkk.kash 

G pep.ne.jp, website: www.ambiente.de. 


September 8-12 Lumiere Paris, Paris-Nord 
Villepinte, France; (33) 1 44 29 02 47, fax 
(33) 1 44 29 02 43, email: info@lumiere- 
paris,com, website: www.lumiere-paris.com. 


EDUCATIONAL FACILITIES 


COOPER LiGHTING’S THE SOURCE 
(847) 956-8400 


Lighting Fundamentals: February 16-18; 


April 12-13; June 14-16; August 21-23; 
October 25-27; December 6-8. 


Lighting Design & Application for 
Interior Spaces: March 29-31: 
September 20-22. 


Lighting Design & Application for 
Exterior Spaces: November 16-17. 


Office Lighting Workshop: February 7-8; 


August 14-15. 


Residential Lighting Workshop: March 
30; September 21. 


Landscape Lighting Workshop: 
May 8-10; October 2-4. 


USL Sports Lighting: January 1; 
November 6. 


Home Theater Lighting: March 23; 
October 6. 


Downlighting/Track: May 18; 
September 7. 


Fluorescent Products: May 19; 
September 8. 


HID Products: May 22; September 11. 


Life Safety/Complex Environment: 
May 23; September 12. 


OSRAM SYLVANIA LIGHTPOINT 


INSTITUTE 
(978) 750-2464 


Lighting Essentials: February 28-29 


(Westfield, IN); March 20-22; May 22-24; 


August 21-23; October 9-11; November 
13-15; December 4-6. 


Lighting Design & Applications: 
February 7-9; June 26-28; October 2-4. 


The Energy Focus: April 10-11. 


JE LIGHTING INSTITUTE 
(800) 255-1200 


Fundamentals of Commercial & 
Industrial Lighting: February 7-11: 
March 27-31; May 22-26. 


Museum Lighting: February 14-15. 
Hospitality: March 8-10. 

Retail Lighting: March 20-22. 
Lighting Retrofit: April 13-14. 


Lighting Educators: June 19-21. 


LuTRON's LIGHTING 


CONTROL INSTITUTE 
(610) 282-6280 


GRAFIK 6000 Training Sessions: 
January 20-12; March 13-14; May 4-5; 
November 20-21. 


Fundamentals of Lighting Controls— 
Residential: January 24-25; May 22-23; 
August 28-29; October 30-31. 


Lighting Controls for the Specifier: 
February 17-18; April 3-4; June 1-2; 
September 7-8; October 5-6; 
November 2-3. 


Global Lighting Control Workshop: 
February 28-March 1; April 10-12; 
August 14-16; October 16-18. 


Fundamentals of Lighting Controls— 
Commercial: March 2-3; June 26-27; 
November 9-10. 


High-End Residential Seminar: March 
27-28; June 19-20; September 25-26; 
November 30-December 1. 


International HomeWorks Workshop: 
April 13-14; October 19-20. 


THE PHILIPS LIGHTING CENTER 
(732) 563-3600 


Schedule not available at press time. 


THE 
б ВІССЕЅТ 
ATTRACTION 


IN RETAIL E 


Nearly twice the size. Since 1937, the 02454 
has attracted attention as the ultimate in 
low brightness, energy efficient lighting. Now, 
this popular fixture is available in a new size 


industrial, retro warehouse or open loft 


"E 


LIGHTING AN 
JUST GOT 
BIGGER 


space with the "big" luminaire that transcends 
the years. For more information, call your local 
Holophane sales representative or contact 
Holophane Corporation, 214 Oakwood Ave., 


our web site at www.holophane.com. 


bs. for large-scale applications. Complement that — | Newark, OH 43055, (740) 345-9631, or visit 


LEADER IN LIGHTING SOLUTIONS 
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Enterprises, Inc 
46th Avenue SW 
Seattle, WA 9813¢ 


Tel: 206-933-8501, 877-933-8501 


Fax: 206-033-8501 


icrawshaw&act-ent-inc.org 


Www act-ent-inc.org 


A.L.P. 


LIGHTING COMPONENTS, INC. 
CORPORATE HO: CHICAGO, IL U.S.A 
WEB SITE: VAW/ALRLTG.COM 


АР. Lighting Components Inc 
6333 Gross Point Road 

Niles, IL 60714 

Tel 73. 4-9550 

Fax: 773-774-9331 


info@ALP-LTG.cor 
vww.ALP-LTG.coi 


Your single source for aluminum 
and plastic parabolic louvers. 
We also offer co: 


iplete lines of deco 


e louvers, lenses and 

fuscrs. When your spec calls for 
retrofitting existing lighting fixtures, 
then A.L.P. has the components you 
need to finish your project exactly as 
planned. А.Р. ...world renowned 
quality, 


rai 


AAMSCO Lighting Inc 
PO Box 15116 
Jersey City, NJ 07305 


Tel: 800-221-9092, 201 


Fax: 201-434-853 
bulbs@hudsonet.cor 
WWW.iimsco.com 

ABB Extre 

575 Epsilon Drive 

Pittsburgh 

Vel: 412-967-5708 

Fax: 412-963-6578 

ABET Inc 

60 West Sheffield Avenue 
Englewood, NJ 076 

Tel: 800-228 201 

Fax: 201-541 
www.abet-laminati 

Abolite Lighting/ LSI Industries Inc 
10000 Alliance Road 

Cincinn 

Tel: 800-436 793-3200 
Fax: 513-984 
info@lsi-industries.com 


ww 


ABS Lig 

PO Box 1847, 83 Water Stree 
New Haven, CT 0651 

Tel: 203-865-5343 

Fax: 203-773-1019 


ACC LIGHTING Systems 


Your Source For Cold Cathode & Neon Lighting 


ACC Lighting Systems Inc 
12 
Swedesboro, NJ 08085 


Stone Henge Drive 


Tel: 856-241-0800 


Fax: 856-2 
Customerservice@acclighting.com 


www.acclighting.com 


Access Lighting Corp 
1651-53 Ritchey Street 
Santa Ana, CA * 


8-5483, 714-258-211 


Fax: 714-258-2009 


Acculite Mfg. Inc 


219 Shoemaker Street 
Kitchener, ON N2E 3B. 
Canada 

Tel: 519-893-150 

Fax: 519-893-7101 
www.acculiteltg.com 


Acme Electri 

1815 West Street 
Lumberton, NC 283 
lel: 910-738-1121 


Fax: 910-739-0024 
WWNW.acmepowercist.cor 
Acme Wire Products Inc 
2519 Germantown Avenue 

Philadelphia, PA 19133-1636 


15-223-2401 


226-4409 


ADB CA Siemens Company) 
PO Box 30829 
Columbus, OH 43230-0829 


Fax: 614-864 


www ..aclb.he 


Adesso Inc 


Penn Plaza, Suite 1001 


New York, NY 10001 


»-4806. 


Impdude@aol.com 


Adjusta-Post Manu 
PO Box 71, 3960 Summit Road 
Norton, OH 4 
Tel: 800-321-21 


Fax: 330-745-974 


turing Co. 


sales@r 
c Ї 


WWW.everstone.com 


Fixture Co 


3726 North Booth Street 
Milwaukee, WI 5 


l'el: 800-558-2628, 414-964 


Fax: 413-964-2944 
milights@adjustablefixture.cor 


www.adjustablefixture.com 


Adra Electric Pre 
2302 Parkside Avenuc 
Irving, TX 75061 

Tel: 972-986-5606 


Adva 

10275 W. Higgins Road 

Rosemont, IL 60018 
2-2086 


nce Transformer Co. 


Tel: 800-3. 


Fax: 888-423-1882 
tim.schneckloth@philips.com 


www. advancetransformer.com 


Advanced Control Technologies Inc 
8076 Woodland Drive 


Indianapolis, IN 46, 
7-337-0100 


Tel 


7-0200 


Fax: 31 


info@act-solutions.com 


WWw.act-solutions.com 


Advanced Design & Development 
2061 Blackwood Drive 

Walnut Creek, CA 94596 

Tel: 925-938-1170 


Fax: 925-93 


frice&pacbell.net 


Advanced Devices Inc 

1340 Commerce Street 
Petaluma, CA 94954 

Tel: 888-202-2837, 707-765-9792 
Fax: 707-765-9710 
info@stagepin.com 


www. stagepin.com 


Advanced Fiberoptic ‘Technologies Inc 
PO Box 56, 2200 R401 

Palmetto, FL 
Tel: 800-83 
Fax: 941-72 


Advanced Lighting Systems Inc 
800 Beltline Road 

Sauk Centre, MN 563 
I 
Fax: 320-352-0089 


l: 800-644-0733, 320-352-0088 


advlight@advancedlighting.com 
www advancedlighting.com 


Advanced Lighting Technologies Inc 
(ADLT) 

32000 Aurora Road 

Solon, OH 44139 

lel: 440-519-0500 

Fax: 440-519-0501 


www.aclt.com 


Advanced Radiation Corporation (ARC) 
2210 Walsh Av 
Santa Clara, CA 95050 


Tel: 408-727-9200 


Fax: 408-727-9255 


xiquettearc-lumps.com 


www arc-lamps.com 


Advanced Technology Inc 
311 Regional Road South 
109 


Greensboro, NC 
lel: 336-668-0488 
Fax: 336-668-0713 


info&advtechnology.com 


www.advtechnol com 
Advent Lighting 

987 N. Craftsmen Drive 
Greenville, WI 54942 

Tel: 800-739-9144, € 


Fax: 920-757-1099 


757-1088 


jallongue&adventlighting.com 
www.adventlighting.com 


NOVV YOU NOVV YOU 
SEE 'EM. DON'T. 


RECESSED * TRAK'" IS BACK. 


If you're looking for truly low-profile lighting, but need far more adjusta- 
bility than eyeballs or cans, it’s time to consider Alkco's Recessed-Trak"". 


Recessed-Irak™ includes о unique light module which allows maximum 
aiming and 380° rotation, so there’s never a dead spot. The miniature 
quartz halogen lamp's point source filament provides precision optical 
control for pinspotting, accenting, highlighting and wallwashing. 


And its innovative system design integrates easily into most any ceiling, 
including residential joist, modular lay-in, suspended, and even plenum 
constructions 


So the next time you need all the flexibility and fixture placement of 
track, but want a system that’s hidden from view, choose Recessed-Trak 
from Alkco. Because Nothing Looks Better. 


ALKCO yy 


where quality comes to light” 


A JJI Lightir oup Company 


11500 Melrose Avenue * Franklin Park, Illinois 60131-8389 • Phone: (847) 451-0700 • Fax: (847) 451-7512 * www.alkco.com 


Circle No. 10 on product service card 


AEMC Instruments 
99 Chauncy Street 
Boston, MA 02111 
7 800-343-1391, 617. 


617-423-295. 


451-0227 


Fax 
sales@aeme,com 
www .leme.com 


Aero Thermic Shields 

PO Box 434 

Buena Park, CA 90621 

Tel: 800-698-2402, 714-523-05 
Fax: 714-523-3328 
info@vandalshields.com 

www. vandalshields.com 
Aero Thermic Shields is a man- 
ufacturer of vandal protection 
shields for street lighting, 
flood lighting and area light- 
ing. Our shields offer excellent 
long-term protection against 
vandalism for your existing 
and new fixtures. For applica- 
tions where bullet resistance is 
a prime factor, we offer a dual 
layer of superior protection 
for maximum security and cost 
efficiency 


Aero-Tech International 
534 Pratt Avenue 
Schaumburg, IL 60193 
Tel; 847-352-4900 

Fax: 847-352-4999 
info@acrolights.com 
www, acrolights.com 


Aerovox Inc 

740 Bellville Avenue 
New Bedford, MA 02745 
Tel: 508-994-9661 

Fax: 508-999-1000 


WWW. derovox.com 


AF Lighting 

310 Park Central Blvd, South 
Pompano Beach, FL 33064 
Tel: 800-881-5483 
954-973-7457 


954-972-5013 


Fax 


AFG Industries Inc 
1400 Lincoln Street 

Kingsport, TN 37662 

Tel: 800-251-0441, 423-229-7200 
Fax: 423-229-7319 


scott-buchanan@afg,com 


www.alg.com 


AJP Coppersmith & Company 
20 Industrial Parkway 

Woburn, MA 
Tel: 800-545- 
Fax: 781-932 


www.ajpcoppersmith.com 


б, 781-932. 
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Aladdin Light Lift Inc 

3111 Stage Post Drive, Suite 106 
Memphis, TN 38133-4018 

Tel: 901-385-0456 

Fax: 901-385-0533 
lightift@aol.com 

www. aladdinlightliftinc.com 


Alcorn MeBride Inc 

3300 S. Hiawassee Bldg. 105 
Orlando, FL 32835 

Tel: 407-296-5800 

Fax: 407-296-5801 
dave&alcorn.com 
www.alcorn.com 


Alerton Technologies Inc 
6670 - 185th Avenue NE 
Redmond, WA 98052 
Tel: 425-869-8400 

Fax: 4 69-8445 
info&alerton.com 
www.alerton.com 


Alexandra Lighting Systems Inc 
1311 Meadowview Court 
Colorado Springs, CO 80918 
Tel: 719-548-8805 

Fax: 719-260-7929 


Alfa Lighting Inc 
1238 Sutter Street 
San Francisco, CA 94109 
Tel: 415-346-8181 


415-931-2222 


Fax: 415-346-9191, 415-931-2121 
salesdalfalighting.com 
www alfalighting.com 


Alfa Lite 

380 E. 1700 5 
Salt Lake City, UT 84115 
Vel: 800-388-5456 

Fax: 801-487-7992 


ALGE 
INTERNATION 
Alger International 
1925 Century Park East, #770 
Los Angeles, CA 90067 

Tel: 310-229-9500 

Fax: 310-229-9510 


algerl2345@aol.com 


> 


Alico Industries Inc 
2600 John Street 
Markham, ON L3R 3W3 
Canada 

Tel: 905-305-6606 

Fax: 905-305-6191 
jsadofsky@aol.com 
www.alicoindustries.com 


Alkco Lighting 

11500 Melrose Avenue 
Franklin Park, IL 60131 

Tel: 847-451-0700 

Fax: 847-451-7512 
jferinga@alkco-lighting.com 
www.alkco.com 

See our ad on page 13 


Allanson International, Inc 
33 Cranfield Road 
Toronto, ON M4B 3H2 
Canada 

Vel: 416-755-1191 

Fax: 416- 3717 


Allen Robbins Architectural Metals 
726 Stone Ave., PO Box 1210 
Talladega, AL 35160 

Tel: 800-204-3858 

Fax: 256-761-1967 


www.skyconsulting.com, armetals 


Allied Moulded Products Inc 
PO Box 587 


Bryan, OH 43506 
Tel: 419-636-4 
Fax: 419-636-2450 


sales@alliedmoulded.com 
www.alliedmoulded.com 


ALM Systems Inc 

2480 Delta Lane 

Elk Grove Village, IL 60007 
Tel: 847-860-1490 

Fax: 847-860-0059 


Alpha Associates 

1306 Circle Drive 

West Chester, РА 19382-8241 
Tel: 610-399-5088, 610-399-5089 
Fax: 610-399-5070 


Alpha-lite 

13603 S. Halsted Street 
Riverdale, IL 60827 

Tel: 708-841-8638 

Fax: 708-841-8662 
alphaltg 


aol.com 


Altamira Lighting 
79 Joyce Street 
Warren, RI 02885 
Tel: 401-245-7676 
101-245-6262 


www.altamiralighting.com 


Altman Stage Lighting Co. Inc 
57 Alexander Street 
Yonkers, NY 10701-2714 
Tel: 914-476-7987, 212-569- 
Fax: 914-963-7304 
rkliegléaltmanltg.com 
www.altmanltg.com 


Aluma Tower Company Inc 
PO Box 2806, 1639 Old Dixie 
Hwy 

Vero Beach, FL 32961-2806 
Tel: 561-567-3423 

Fax: 561-567-3432 
ate@alumatower.com 
www.alumatower.com 


Aluminum Coil Anodizing Corp. 
501 E, Lake Street 

Streamwood, 11. 60107-4100 

Tel: 630-837-4000 

Fax: 630-837-0814 
sales@acacorp.com 
www.icacorp.com 


Amazing Custom Fabricators Inc 
5985 Atlantic Drive, Units 4&5 
Mississauga, ON LW 154 
Canada 

Tel: 905-795-0134 

Fax: 905-795-0135 
amazing&amazingcustomfab.com 
www.amazingcustomfab,com 


America Cable Systems 
260 Duchaine Blvd 

New Bedford, MA 02745 
Tel: 800-426-3170, 508-998- 
Fax: 508-998-7720 


www.afcweb.com. acs 


American DJ Supply Inc 
4295 Charter Street 

Los Angeles, CA 90058 
Tel: 800-333-0644, 323-582-2650 
Fax: 323-582-2610 
info@americandj,com 
www.americandj,com 


American Electric Lighting Div. of 
Thomas & Betts Corporation 
1555 Lynnfield Rd 

Memphis, TN 38119 

Tel: 800-888-0211, 901-682-8221 
Fax: 800-888-0690 


American Fluorescent Corp. 
2345 Ernie Krueger Circle 
Waukegan, IL 60087 

Tel: 847-249-5970 

Fax: 847-249-2618 
info@afeolite.com 


American Innovative Sign Systems 
3111 5. Valley View, Suite B-102 
Las Vegas, NV 89102 

Tel; 702-889-1728, 702-889-4702 
Fax: 702-368-7633 
zple@earthlink net 


American Insulated Wire 

PO Box 880, 36 Freeman Street 
Pawtucket, RI 02862-0880 

Tel: 800-366-2492, 401-726-0700 
Fax: 401-723-1420 


info@aiwe.com 


WWW iiwc.com 


American Lighting Inc 

7000 E. Jewell Ave. «€ 

Denver, CO 80231 

Tel: 800-880-1180, 303-695-3019 
Fax: 303-695-7635 
amlight@rmi.net 
www.american-lighting.com 


American Louver Co 

7700 N, Austin Avenue 

Skokie, IL 60077-2043 

Tel: 800-323-4250, 847-470-3300 
Fax: 847-470-0420 
alemarket£aol.com 
www.AmericanLouver.com 


American Opto Plus LED Corp. 
515 West Allen Avenue, Unit 14 
San Dimas, CA 91773 

Tel: 909-305-2393 

Fax; 909-305-2389 
info@aopinc.net 
www.aopinc.net 


American Period Lighting Inc 
3004 Columbia Avenue 
Lancaster, PA 17603 

Tel: 717-392-5649 

Fax 09-3127 
americanperiod&ncetrax.net 
www.americanperiod.com 


———————————————————ÁM— RH ЕЕС 


American Permalight Inc 
2531 W, 237th Street *113 
Torrance, СА 90505-5245 
Tel: 310-891-0924 

Fax: 310-891-0996 
permalight@earthlink.net 
www. permalight.com 


American Power Products Inc 
14040 Central Avenue, Bldg. 200 
Chino, CA 91710 

Tel: 800-553-2929, 909-590-2626 
Fax: 909-59]-6' 


aol.com 


apppower 
www.applighting.comAmeriel 


Airport Lighting Inc 
1110 Shawnee Lane NE 
Atlanta, GA 30319 

Tel: 770-457-6760 


Fax: 770-986-8222 


Ihe American Tinsmith 
Rte, 20, BO Box 755 
Sturbridge, MA 01566 
Tel: 508-347-7038 

Fax: 508-347-7038 


AmeriTec Lightir 
640 W. Centennial 
Casa Grande, AZ 85222 
Tel: 800-299-7905 
Fax; 800-291-0209 


mrosh@c2i2.com 


www.ameriteclighting.com 


Amerlux Lighting Systems 
23 Daniel Road East 
Fairfield, NJ 07004 

Tel; 973-882-5010 

Fax; 973-882-8970 
amerluxcb@aol.com 


Amglo Kemlite Laboratories 
215 Gateway Road 
Bensenville, IL 60106 

Tel: 630-350-9470 

Fax: 630-350-9474 
amglod@aol, com 
www.ampglo.com 


AMS Industries Ltd 
1575 Franklin Street 
Vancouver, ВС VSL 1Р5 
Canada 

Tel; € 
Fax: 877. 
spin&intergate.bc.ca 


251-3591 


251-6422 


www.amsind.com 


Anchor Lighting 


2375 E 


Tulare Avenuc 
Tulare, CA 93274 

Tel: 559-688-3711 

Fax: 559-688-0565 
anchor@lightspeed.net 
www.inchorlighting.com 


Anderson Glass Company 

2816 Morse Road 

Columbus, OH 43231-6094 

Vel; 800-229-3343, 614-476-4877 
Fax: 614-471-4330 


Angelo Brothers Company 
12401 McNulty Road 
Philadelphia, PA 19154-1099 
Tel: 800-999-ABCO (for retail 
locations). 215-671-2000 
Fax: 215-464-4115 
info@angelobrothers.com 
www.angelobrothers.com 


Ann Morris 
239 East 60th Street 
New York, NY 100; 
Tel: 212-755-320 


1955 


Fax: 212: 


Antique Style Lighting Inc 

292 Main Street 

Nyack, NY 10960 

Tel 7-585-7181, 914-358-5841 
Fax: 914-358-4828 
ikrawitz@worldnet.att.net 

www. Highting.com 


Antiquity 

719 Genesee Street 
Delafield, WI 53018 
Tel: 414-646-4911 
Fax: 414-646-4999 


Anton; Bauer Inc 

14 Progress Drive 

Shelton, CT 06484 

Tel: 203-929-1100 

Fax: 203-929-9935 
websales@antonbauer.com 


www.antonbauer.com 


Antron Compact Electronics Inc 
(ACE) 

1220 N. Main Street, Suite 307 
Fort Worth, TX 76106 

Tel; 800-375-6355, 800-529-1597 


(Canada) 
Fax: 81 
(Canada) 


624-8915, 800-529-1597 


www.ace-ballast.com 


Anvil Arts 

1137 North Fountain Way 
Anaheim, CA 92806 

Tel: 714-630-2870 

Fax: 714-666-1440 
Info@AnvilArts.com 
www.anvilarts.com 


APM Hexseal Corporation 
44 Honeck Street 
Englewood, NJ 07631 

Tel: 201-569-5700 


Fax: 201-569-4106 


Apogee/ Public Access Lighting LLC 
593 Acorn Street 

Deer Park, NY 11729 

Tel: 516-254-6975 

Fax: 516-254-3860 
alginc@aol.com 

www lighting-fixtures,com 


Apollo Design Technology Inc 
3912 Option Pass 

Fort Wayne, IN 46818 

el: 800-288-4626, 219-497-9191 
Fax: 219-497-9192 
sales@internetapollo.com 

www. internetapollo.com 


Apollo Metals Ltd 

1001 14th Ave 
Bethlehem, PA 18018 

Tel: 800-338-0199 ext, 131 
Fax: 610-867-2168 
ehron&islc.com 


Appleton Electric Co 
7770 N. Frontage Road 
Skokie, IL 60077 

Tel: 847-679-7800 

Fax: 847-763-0004 
info&appletonelec.com 


www.appletonelec.com 


Arakawa Hanging Systems Intl 
916 SW King Street 

Portland, OR 97205 

Tel 
Fax: 503-236-0427 
sales@arakawagrip.com 
Www arakawagrip.com 


ARC Lighting/Div. of ARC Sales Inc 
7 Pond Street 

Salem, MA 01970 

Tel: 978-745-2249 

Fax: 978-741-4420 
tmlatarc@aol,com 


ARC Manufacturing 
6502 Cheames Way 
San Diego, CA 92117 
Tel: 619-715-9981 
Fax: 619-715-9982 
c.macy&flash.net 


Architectural Area Lighting 
14249 Artesia Blvd 
La Mirada, CA 90638-1869 
Tel: 714-994-2700 
Fax: 714-994-0522 


www tal net 


Architectural Details Inc 
10930-116th Ave, NE 
Kirkland, WA 98033 
Tel: 425-822-1292 

Fax: 4 22-1263 
info@Arch-Details.com 
www. Arch-Details.com 


Architectural Landscape Lighting 
2930 South Fairview Street 
Santa Ana, CA 92704-6598 

Tel: 714-668-3660 

Fax: 714-668-1107 
alllighting&earthlink.net 

www .alllighting.com 


ARCHITECTURAL 
l LIGHTING 
a SYSTEMS 


Architectural Lighting Systems 
30 Sherwood Drive 

Taunton, MA 02780 

Tel; 508-823 
Fax: 508-822-675 

A unique line of architectural 
fixtures including fluorescent 
cove lights, valances, pen- 
dants, sconces, ceiling mounts 
and patient bed lights. 


Lighting Source Directory 


2000 


Numerous styles 

are fabricated 

from extruded 

aluminum, steel and perforated 
steel. Also a complete line of 
high-performance HID and 
compact fluorescent bowls is 
available in diameters from 18 
to 54 in. 


Ardee Lighting Inc 

PO Box 1769, 

639 Washburn Switch Road 
Shelby, NC 28151 

Tel: 888-442-7333, 704-482-2811 
x; 800-275-1544, 704-484-0818 
cachambers@jjishelby.com 

www. ardeelighting.com 


Ardron-Mackie Ltd 

6690 Columbus Road 
Mississauga, ON LST 2G1 
Canada 

Tel: 800-509-0222 
Fax: 800. 
sales@ardron.com 


905-670-0222 
20-0225, 9(5-670-0; 


www.ardron.com 


Area Lighting Research Inc 
60 Asbury Road 
Hackettstown, NJ 07840 
Tel: 800-257-3948 

Fax: 908-852-2816 
alrsales@alrmail.com 
www.alrweb,com 


Aresartes 

10451 NW 28th Street #101 
Miami, 331 
Tel: 809-560-7337 
Fax: 809-560-7338 


jose. betances@codetel.net.do. 
Www.aresartes. com 


Arizona Instrument Corporation 
1912 W, 4th Street 
Tempe, AZ 85281 
Tel: 800-290-1414 
Fax: 480-804-0656 
mbutch@ 
WWNW.ZIC.COITI 


zic.com 


Ark Lighting 

11646 West Pico Blvd. 

Los Angeles, CA 90064 

Tel: 888-275-5444, 310-473-4736 
Fax: 310-473-7955 
arklighting@excelonline,com 
www.arklighting.com 


Armstrong World Industries 
PO Box 3001 
Lancaster, PA 17604 


Fax: 800-572-8324 
www ceilings.com 


Aromat Corp 

629 Central Ave 

New Providence, N] 07974-1507 
Tel: 800-543-6204 908-771-5655 
Fax: 908-771-5656 
hannb@aroman,com 
WWW.aromat.com 


Arri USA Inc 

617 Route 303 

Blauvelt, NY 10913-1123 
Tel: 914-353-1400 

Fax: 914- 
lighting@arri.com 


5-1250 


Arroyo Craftsman 

4509 Littlejohn Street 

Baldwin Park, CA 91706-2239 
Tel: 888-227-7696, 626-960-9411 
Fax: 626-960-9521 


Art Specialty Co. 

3720 N. Milwaukee Ave 
IL 60641-5086 
6607 

Fax: 773-545-0391 


54 
jwiley@artspecialty.com, 


Arteraft Lighting 
8525 Jules Leger 


Ville D'Anjou, QUE H1J ТАВ 
Canada 

Tel; 514-353-7200 

Fax: 514-353-0013 
info@arteraftlighting.com 
www arteraftlighting.com 


Artcrest Products Co. Inc 
500 W. Cermak Road 
Chicago, IL 60616 

Tel; 312-733-7117 

Fax: 312-73 


-7125 


Arte de Mexico 

1000 Chestnut Street 
Burbank, CA 91500 

Tel: 818-508-0993 

Fax: 818-563-1015 
admysuc@earthlink net 
www.urtedemexico.com 


Artemide Inc 

1980 New Highway 
Farmingdale, NY 11735 
Tel: 516-694-9292 

Fax: 516-694-9275 


artemide_us@artemide.com 
www artemice.com, 
WWW.tizio.com 


Artistic Lighting & Designs 
PO Box 379 

Norcross, GA 30091-0379 
Tel; 770-209-9449 

Fax: 770-209-9466 
artisticlt@aol.com 


ASA Productions/Case Division 
PO Box 244 

Yorba Linda, CA 92885-0244 
Tel: 909-738 
Fax: 909-738-8221 


craig@asacase,com 


www.asacase.com 


ASL Energy Efficient Lighting 
25 Twelfth Street 

Brooklyn, NY 11215-3820 

Tel: 800-369-1101, 718-369-1100 
Fax: 800-552-3465, 718-369-1105 
info@asllighting.com 
www.asllighting.com 


Atek Inc 

702 Charlton Avenue 
Charlottesville, VA 22903 
Tel: 800-611-4509. 

Fax: 804-295-7265 


Atlantic Ultraviolet Corporation 
375 Marcus Boulevard 


Hauppauge. NY 11788 
Tel: 516-273-0500 
Fax: 516-273-0771 


infoé?atlanticuv.com 
www. Atlanticuv,com 


Atlite Brand of Cooper Lighting 
400 Busse Road 

Elk Grove Village. IL 60007 

Tel: 770-486-4800 

Fax: 770-486-4801 
talktous&cooperlighting.com 
www.cooperlighting.com 


Aube Technologies Inc 
705 Montrichard 
Iberville, QUE J2X 5 
Canada 

Tel: 800-831-AUBE, 450-358-4600 
Fax: 450-358-4650 


K8 


www. шекесі оону 


Aura Lighting Inc 

779 N, Benson Avenue 
Upland, CA 91786 

Tel: 800-942-8880 

Fax: 909-949-8815 


Aurora Studios 
109 Main Street 
Putnam, CT 06260 
-0339 


Fax: 315-342 


Tel: 315-34 


aurora@neca.com 
WWwW.artsncralts.com 


Authentic Designs 
12 The Mill Road 
West Rupert, VT 05776-9701 
Tel: 802-394-7713 


Automated. Entertainment HD 
Dichroic 

PO Box 7309 

Burbank, € 
Tel: 800-880-0567, 818-848-3782 
Fax: 800-735-9614, 818-972-9614 
automated, hdéearthlink.net 
www.home.earthlink.net ~auto- 
mated_hd 


0-7309 


Avalanche Ranch Light Company 
PO Box 31397 
Bellingham, WA 98228 
Tel: 888-841-1810, 360-752-1610 
Fax: 888-841-1812 
avalight@avalight,com 
www.avalight.com 
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Avanti Lighting Inc 
13519 Flowerfield Drive 
Potomac, MD 20854 

Tel: 301-610-0597 


Fax: 301-610-0597 


AWXCO, 

PO Box 5181 

St Joseph, MO 64505 
Tel: 816-390-9090 
Fax: 816-390-9185 


awxco@ponyexpress.net 


Axis Lighting, Inc 

6300 Ave. de Parc, Suite 316 
Montreal, QUE H2V 4H8 
Canada 

Tel: 800-263-ANIS, 514-948-6272 
Fax: 514-948-02 
axis£osuper.net 


B 


Bel Technologies 

1400 Bargar 

Laval, QUE H7L SA2 
Canada 

Vel: 800-361-1400, 450-003-7% 


Fax: 450-663-7638 


B & P Lamp Supply 
аЗ Old Morrison Hwy 
McMinnville, TN 37110 
Tel: 931-473-3016 
Fax: 931-473-3014 
bplamp@blomand.net 


B-K Lighting Inc 

7595 North Del Mar Avenue 
Fresno, CA 93711 

Tel: 559-438-5800 

Fax: 559-438-5900 
info@bklighting.com 

www. bklighting.com 

See our ad on page 6. 


Baci by Remeraft 

12870 NW 45th Avenue 

Miami, FL 33054 

Tel: 800- 6585, 305-687-9031 
Fax: 305-687-5069 

www. bacimirrors.com 


Baldinger Architectural Lighting Inc 
19-02 Steinway Street 

Astoria, NY 11105 

Tel: 718-204-5700 

Fax: 718-721-4986 


Baldwin 

841 East Wyomissing Blvd., PO 
Box 15048 

Reading, PA 19612 

Tel: 800-437-7448 or 800-566-1986. 
Fax: 800-255-9785 


Ball & Ball 

163 W. Lincoln Hwy 
Exton, PA 19341 

Tel: 610-363-7330 
Fax: 610-363-7639 


Balzers Thin Films, Inc 
16080 Table Mountain Pkwy 
Suite 100 

Golden, CO 80403 

Tel: 303-273-9700. 

Fax; 307 


2995 


Banci Spa 

111 Rhode Island Street 
San Francisco, CA. 94103 
Tel: 415-626-9600 


Fax: 415-626-4539 


Barbican Architectural Products 
PO Box 580 

Ridgeway, ON LOS INO 
Canada 

Tel: 800-003-5781 

Fax: 905-871-8731 

barbican@ 14w.on.ca 

www. barbicanltd.com 


Bartco Lighting 

812 Jamestown Lane 
Huntington Beach, CA 92647 
Tel: 714-848-0892 

Fax: 714-848-0843, 
sules@bartcol 


hting.com 


www.bartcolighting.com 


Bayside Designs 
4097 46th Avenue N 

St Petersburg, FL 53714 

Tel: 800-771-2880, 727-521-2880 
Fax: 727-521-2880 


Bayview Technology Group Inc 
1091 Industrial Road, Suite 106 
San Carlos, CA 94070. 

Tel: 650-596-1160 

Fax: 650-593-0156 
dschanin@Bayviewtech,com 
www, Bayviewtech.com 


Beachside Lighting Honolulu 
16-163 Malinda Place, #106 
Kaneohe, HI 96744 

Tel: 800-405-6732, 808-24 
Fax; 808-24 30 
lamaku@beachsidelighting.com 
www. beachsidelighting.com 


-8835 


Beacon Light Products 
723 Taylor Avenue 
Meridian, ID 83642 
Tel: 208-88% 
Fax: 208-888-7433 
sales@beacon-light.com 


5905 


1005 Mark Avenue 
Carpinteria, CA 93013 
Tel: 805-684-0533 
Fax: 805-684-6682 
sdamiani@bey 


1-us.com 


BEI Lighting 

1527 W. Dry Creek Road 
Littleton, CO 80120 

Tel: 800-350-1255, 303-347-8300 
Fax: 303-347-9500 
hbeilight@gte.net 


Belfer Lighting 

PO Box 2079, 1703 Valley Road 
Ocean, NJ 07712 

Tel: 732-493-2006 

Fax: 732-493-2941 
sales@belfer.com 


www. belfer.com 


Bell Solar International Inc 
PO Box 591495 

San Francisco, CA 94159-1495 
Tel: 415-831-6184 

Fax: 415-831-6127 
bellsolar&aol.com 
www.bellsolar.com 


Bendalite Flexible Neon 
905 G Street 
Hampton, VA 23661 
Tel: 800-BENDALITE 
0391 

Fax: 757-244-4819 
info@bendalite.com 
www. bendalite.com 


Berchtold Corporation 

PO Box 60399, 1950 Hanahan Rd. 
Charleston, SC 29419-0399 

Tel: 800-243-5135, 843-569-6100 
lax: 843-569-6133. 
berchtoldusa@berchtoldusa.com 
www, berchtoldusa.com 


Bernard Collin & Со, 

23852 Pacific Coast Hwy., #198 
Malibu, CA 90265 

Tel: 310-45 
Fax: 310-4 


Besa Lighting 

2490 Sunbury Rd. 
Golumbus, Ohio 43219 
Tel: 614-475-7046 


Fax; 614-475-7048 


Best Lighting Products Inc 
201 E. Stevens Avenue 
Santa Ana, CA 92707 
Tel: 714-432-0356 
Fax: 714-43. 
aquaticlight&worldnet att.net 
www.bestlighting.net 


Brilliant Energy Saving Technology ™ 


Best Lights Inc 

100 Park Drive 

Troy, MI 48083 

2928, 248-588-4980 
Fax: 248-589-0134 
gdyurich@MICH,NET 

Best Light fixtures produce up 
to 35 percent more light than 
other fixtures. Best Lights’ 
patented design collects all the 
lumens produced by the lamp 
and reflects them for maxi- 
mum efficiency. Best Lights’ 
direct and indirect lighting sys- 
tems achieve high uniform 
light levels with fewer fixtures 
for significant energy savings. 


Beta-Calco Inc 

224 Wallace Avenue 
Toronto, ON MOH 1V7 
Canada 

Tel: 416-531-9942 

Fax: 416-531-6199 
betainfo@pathcom.com 
www. betacalco.com 


of SRB 
ies Inc 


BetaLux/ Div 
Technol 
PO Box 
Winston-Salem, NC 
Tel: 336-659-2610 
Fax: 336-768-7720 


27114-5267 


Bieber Lighting Corp. 

970 W. Manchester Blvd 
Inglewood, CA 90301-1503 
Tel: 310-645-6789 

Fax: 310-216-0333 
bieber@pachell.net 


Big Beam Emergency Systems Inc 
PO Box 518, 290 E. Prairie Street 
Crystal Lake, IL 60039-0518 

Tel: 815-459-6143 

Fax: 815-159-6126 
p-huber@bigbeam.com 

www. bigheam.com 


Bigorre Aerospace Corp. 
6543 - 46th Street N., Suite 1107 


Pinellas Park, FL 33781 
Tel: 727-525-8115 
Fax: 72 -5820 


elacjimi&taol.com 
www.bigorreaerospace.com 
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Birchwood Lighting 

Inc 

610 S. Grand Avenue, 

Suite 101 

Santa Ana, CA 92705 

Tel: 714-550-7118 

Fax: 714-550-7151 
info&birchwoodlighting.com 
www.birchwoodlighting.com 


Birds of Paradise Lampshades 
112 Sherbourne Street 
Toronto, ON M5A 2R2 
Canada 

Tel: 416-366-4067 


BJB Electric LP 

6375 Alabama Hwy 

PO Box 968 

Ringgold, GA 30736-0968 
Tel/Fax: 706-965-2526 

BJB is a German-based, world- 
wide company founded in 
1867 and has served the North 
American OEM lighting market 
since 1987. BJB manufactures 
an extensive range of light 
sockets for linear fluorescent, 
compact fluorescent, low-volt- 
age halogen and incandescent 
lighting fixture uses. 

See our ad on tbis page. 
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BL Innovative Lighting 
111-8838 Heather Street 
Vancouver, BC V6P 388 
Canada 

Tel: 604-874-4405 

Fax: 604-321-0445 
bl@bllighting.com 
www. bllighting.com 


Blenko Glass Co. 

PO Box 67, Fairgrounds Rd 
Milton, MV 25541-0067 

Tel: 304-743-9081 

F; 304 
www.citynet.net/blenko 


Bloch Aluminum Ine. 
41-07 162nd Street 
Flushing, NY 11358 
Tel: 718-321-0002 
Fax: 718-321-2132 
blochalum&aol.com 


Blue Rock Studio 

PO Box 3259 

Friday Harbor, WA 98250 
Tel: 360-378-7771 

Fax: 360-378-7277 
contact@bluerockstudio.com 
www.bluerockstudio.com 


The Bodine Company Inc 

PO Box 460 

236 Mt Pleasant Road 
Collierville, TN 38027-0460 

Tel; 800-223-5728, 901-853-7211 
F 901-853-5009 
jprice@bodine.com 

www. bodine.com 


Bogen Photo Corp. 

PO Box 506, 565 E, Crescent 
Ave. 

Ramsey, NJ 07446-0506 

Tel: 201-237-0077, 212-695-8166 
Fax: 201-818-9177 
info@bogenphoto.com 

www, bogenphoto.com 


Boston Optical Fiber Inc 
155 Flanders Road 
Westborough, MA ()1581 
Tel: 508-836-2700 
Fax: 508-836-2722 
info@bostonoptical.com 
www.bostonoptical.com 


Boyd Lighting Co 
944 Folsom Street 
San Francisco, CA 94107-1007 


info@boydlighting.com 
www.boydlighting.com 


Brandon Industries Inc. 

1601 W, Wilmeth Rd 
McKinney, TX 75069-8250 

Tel: 800-247-1274, 972-542-3000 
Fax; 972-542-1015 
Brandon@brandonmail.com 
www.brandonmail.com 


Brass Light Gallery, Inc 

131 South First Street 
Milwaukee, WI 53204 

Tel: 800-243-9595, 414-271-8300 
F; 414-271-7755 
reckard@axisnet.net 
www.brasslight.com 


Brass 'N Bounty 

68 Front Street 
Marblehead, MA 01945 
Tel: 617-631-3864 


Brass Reproductions 

9711 Canoga Ave 

Chatsworth, CA 91311 

Tel: 800-828-5858 or 818-709-7844 
Fax: 818-709-5918 


Breault Research Orgranization 
Inc. (BRO) 

6400 E. Grant Rd., Suite 350 
Tucson, AZ 
Tel: 800-882-5085 
Fax: 520-721-9630 
info&breault.com 
www.breault.com 


Brentwood Lighting Company 
11961 San Vicente Blvd 

Los Angeles, CA 90049 

Tel: 310-472-6575 

Fax: 310-471-0985 
bwdlighting@earthlink.net 


Brightline 

33-4 McGovern Blvd 
Crescent, PA 15046 

Tel: 724-457-0717 

F 24-457-2247 
michaelz@brightlines.com 
www. brightlines.com 


Bristolite Skylights 
PO Box 2515 

Santa Ana, CA 92707 
Tel: 800-854-8618 
Fax: 714-540-5415 
sales@bristolite.com 
www. bristolite.com 


Bronzelite 

PO Box 606 

San Marcos, TX 78667 
Tel: 512-392-5821 

: 512-753-1122 


Brooke Grove Antique & Custom 
Lighting 

21412 Laytonsville Rd. 
Laytonsville, MD 20882 

Tel: 301-948-0392 

Fax: 301-926-4023 


Brownlee Lighting Inc 

4600 Dardanelle Drive 

Orlando, FL 32808-3832 

Tel: 800-318-6768, 407-297-3677 
Fax: 800-662-6768, 407-297-3705 
info@brownlee.com 
www.brownlee.com 


Bruce Eicher Inc. 

8755 Melrose Avenue 

West Hollywood, CA 90069 
Tel: 316-657-4630 

Fax: 310-657-6946 
sales&bruceeicherinc.com 
www.brucecicherinc.com 


Bruce Post Co. Inc. 

PO Box 332 
Chestertown, MD 21620 
Tel: 410-778-6181 

Fax: 410-556-6432 


Bruck Lighting Systems 
3505-L5 Cadillac Avenue 

Costa Mesa, CA 92626 

Tel: 714-424-0500 

Fax: 714-424-0505 
jade@brucklightingsystems.com 
www. brucklightingsyster 
See our ad on page 19. 


Buffalo Studios 

1925 E. De Avenue 
Santa Ana, CA 92705 
Tel; 714-250-7333 

F 14-250-5893 


Buhl Industries Inc. 

14-01 Maple Avenue 

"air Lawn, NJ 07410 

Tel: 800-526-7473, 973-423-2800 


lightingsales@buhl-ind.com 
www.buhl-ind.com 


Bulbrite Industries Inc 

71 Schrieffer Street 

5, Hackensack, NJ 07606-4108 
Tel: 800-528-5555, 201-489-7777 
Fax: 800-441-7708, 201-489-9628 
bulbrite&aol.com 
www.bulbriteinc.com 


Burnham & LaRoche Associates 
141 Fulton Street 

Medford, MA 02155 

Tel: 617-395-5047 

Fax: 617-396-8651 


By-Gone Days Antiques Inc. 
3100 South Boulevard 
Charlotte, NC 28209 

Tel: 704-527-8717 

Fax: 704-527-0232 
bgd@clickcom.com 
www.by-gonedays.com 


C 


CAIG Laboratories Inc 
12200 Thatcher Court 
Poway, CA 92064-6876 
Tel: 858-486-8388 

Fax: 858-486-8398 
caig123Gaol.com 
www.caig.com 


CAL Lighting/Big Ocean Corp. 
13875 Ramona Avenue 

Chino, CA 91710 

Tel: 800-321-6677, 909-590-5950, 
Fax: 909-590-5955 


California Tool & Die 

421 South Irwindale Avenue 
Azusa, CA 91702-3288 

Tel: 800-245-5283, 626-969-1821 
Fax: 626-969-1599 
caltool@gte.net 
californiatool-die.com 


Caltemp Instrument, Inc. 
1768 Whitehall Rd. 
Encinitas, CA 92024 

Tel: 760-436-8844 

"ax: 760-635-0004 


Cambridge Lamps Inc. 

2605 West 8th Avenue 

Hialeah, FL 33010-1296 

Tel: 800-779-3800 or 305-885-3800 
F; 305-887-6864 
info@cambridgelamps.com 
www.cambridgelamps.com 


Canadian Cold Cathode Ltd, 
500 Hensall Circle, Unit #1 
Mississauga, ON L5A 1Y1 
Canada 

Tel; 905-270-7963 

: 905-848-9737 


Canplas Industries/Canlet 
PO Box 1800, 31 Patterson Road 
Barrie, ON L4M 4V3 


Tel: 705-726-3361 
Fax: 705-726-8991 
canlet@canplas.com 
www.canlet.com 


Carpenter Emergency Lighting 
702 Charlton Avenue 
Charlottesville, VA 22903 

Tel: 804-977-8050 

Fax: 804-977-1443 


Casablanca Fan Co. 

761 Corporate Center Drive 
Pomona, CA 91768 

Tel: 888-227-2178, 909-629-1477 
Fax: 909-629-0958 
www.casablancafanco.com 


Casella 

PO Box 410357 

111 Rhode Island Street 
San Francisco, CA 94103 
Tel: 415-626-9600 

Fax: 415-626-4530 


CCI Lighting 

1609 Barclay Blvd. 
Buffalo Grove, IL 60089 
Tel: 847-541-4020 

Fax: 847-541-4026 
www.cciinfo.com 


CD Lighting Inc. 

7600 West 185th Street 
Tinley Park, IL 60477 
Tel: 708-614-1212 

Fax: 708-614-8080 


BRUCK leadership continues 


ntroducing JASMINE. 


sed inner glass. 


| transformer: 


te chrome or matte gold finish 


BRUCK LIGHTING SYSTEMS 714 424-0500 Fax 714 424-0505 fornia www.brucklighting.com 
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Celestial Lighting 

14009 Dinard Avenue 
Santa Fe Springs, CA 90670 
Tel: 800. 
Fax: 56. 


802-2882 


CEW Lighting Inc./Spartan 
Lighting 

14040 Welch Road 

Dallas, TX 75244 
Tel: 800-2 267, 972-960-1993 
х: 972-387-9711 
sales@cewlighting.com 
www.cewlighting.com 


Chainlight 

6649 Odessa Avenue 
Van Nuys, CA 91406 
Tel; 818-902-1556 


"ux: 818-787-9322 
sales@chainlight.net 
www.chainlight.net 


Chapman Mfg, Co. Inc 

PO Box 354, 481 W. Main Street 
Avon, MA 02322 

Tel: 508-588-3200 


508-587-7592 


Charles Loomis Inc 

11828 NE 112th 

Kirkland, WA 98033 

Tel: 800-755-0471, 425-823-4560 
Fax: 425-823-8654 
loomislights@msn.com 
www.charlesloomis.com 


Charleston Lighting & 
Manufacturing Inc 

208 N. Beltline Hwy 

Mobile, AL 36607 

Tel: 334-478-0072 

Fax: 334-473-0306 
sales&charlestonlighting.com 
www.charlestonlighting.com 


Chauvet 

3000 N. 29th Court 

Hollywood, FL 33020 

"Tel: 800-762-1084, 954-929-1115 
Fax: 800-544-4898, 954-929-5560 
info@chauvetlighting.com 
www.chauvetlighting.com 


Checkolite International 

3464 Kennedy Blvd 

Jersey City, NJ 07307 

Tel: 201-653-3161, 800-265-9960 
Fax: 201-653-1434, 905-669-0260 
col@ix.actcom.com 


Cherry Tree Design Inc 
34154 East Frontage Road 
Bozeman, MT 59715 
800-634-3208 

Fax: 406-582-8444 
ctdmt@aol.com 
www.cherrytreedesign.com 


Chimera 

1812 Valtec Lane 

Boulder, CO 80301 

Tel: 888-444-1812, 303-444-8000 
Fax: 303-444-8303 
sales@chimeralighting.com 
www.chimeralighting.com 


Christopher Thompson Ironworks 
PO Box 578 

Ribera, NM 87560 

Tel: 505-421-2618 

Fax: 505-421-2645 
APRV7OAGprodigy.com 


Cinemills Corporation 
5500 W. Magnolia Blvd 
Burbank, CA 91505 
Tel: 818-843-4560 

Fax: 818-843-7854 
sales@cinemills.com 


www.cinemills.com 


Cirea 1820 

RR 1, Box 4040 
Vassalboro, ME 04989 
Tel: 207-877-9863 
Fax: 207-877-9863 
сітса@сігса1820.сот 
Wwww.circal820.com 


Circle D Lights 

339 - 13th Street 
Carlstadt, М] 07072 
Tel: 201-933-5500 
Fax: 201-933-8146 
natalemach@aol,com 


www. circle-c.com 


Cirecast 

380 Seventh Street 

San ncisco, CA 94103 
Tel 
Fax 


City Knickerbocker 
781 Sth Avenue 

New York, NY 10036 
Tel: 212-586-3939 
Fax: 212-262-2889 
cityknick&aol.com 


Civa International Corp. 

144 Madison Avenue, Suite 1206 
New York, NY 10022 

Tel: 914-764-5976 

Fax: 914-764-7651 
civaint@aol.com 
www.civaintlighting.com 


CJ Lighting Co. Inc 
101 Dupont Street 
Plainview, NY 11803 
Tel: 516-349-8220 
Fax: 516-349-8813 


Лаѕѕіс Accents 

PO Box 1181 
Southgate, MI 48195 
Tel: 734-941-8011 
Fax: 734-941-5177 


Classic Architectural Specialties 
3223 Canton Street 

Dallas, TX 
Tel: 800-66, 
Fax: 214-748-7149 
www.casdesign.com 


Classic Illumination Inc. 
2743 Ninth Street 

“y, CA 94710-2632 
19-1842 
Fax: 510-849-2328 
sales&classicillumination.com 


rr Corporation 

3750 Williston Road 
Minnetonka, MN 55345 

Tel: 800-548-3269, 612-931-2100 
Fax: 612-931-2259 
info@clearrcorp.com 
www.clearreorp.com 


Cleveland Lighting Company 
3745 West 135th Street 
Cleveland, OH 44111 

Tel: 216-251-0670 

Fax: 216-251-0673 


CLI Fixtures 

68-730 Summit Drive 
Cathedral City, CA 92234 
Tel: 800-755-0155 

Fax: 619-770-7182 
www.clifixtures.com 


lates, Inc. 


CMB Associates Inc 
201 Hermitage Drive 
Radnor, PA 19087 
Tel: 610-688-6212 
Fax: 610-688-3623 


Cohasset Colonials 
10 Churchill Rd 
Hingham, MA 02043 
Tel: 800-288-2389 
Fax: 617-740-4554 


Coherent Inc., Laser Group 
5100 Patrick Henry Drive 

Santa Clara, CA 95054 

Tel: 800-527-3786, 408-764-4983 
Fax: 800-362-1170, 408-988-6838 
tech, sales&cohr.com 
www.cohr.com 


Coherent-Auburn Group 
2303 Lindbergh Street 
Auburn, CA 95602-9595 
Tel: 530-888-5107 

Fax: 530-889-5354 


Colonial Metalerafts 

3444 Lauderdale Drive 
Richmond, VA 23233 

Tel: 804-364-1819 

Fax; 804-360-3716 
dennisfs2&hotmail.com 
www.members.tripod.com/-Colo 
nialMetalcrafts 


Color Kinetics Incorporated 

50 Milk Street, 17th Floor 
Boston, MA 02109 

2, 617-423-9999 
Fax: 617-423-9998 
info@colorkinetics.com 
www.colorkinetics.com 


ColorMaster America 

21862 Harborbreeze Lane 
Huntington Beach, CA 92646-8253 
Tel: 714-962-0400 

ax: 714-968-9200 
Sales@ColorMaster.com 
www..ColorMaster.com 


Columbia Lighting 
3808 N. Sullivan Rd. 
Spokane, WA 99216 
Tel: 509-924-7000 
509-921-7539 
www.columbia-ltg.com 


Commercial Electronics, Ltd. 
1335 Burrard Street 
Vancouver, BC V6Z 1Z7 
Canada 

Tel: 604-669-5525 

Fax: 604-669-6347 

ce pro&comlectron.com 
www.comlectron.com 


Con-Tech Lighting 

3865 Commercial Avenue 
Northbrook, IL 60062 
Tel: 847-559- 
847-559-5505 
www.con-techlighting.com 


Conant Custom Brass Inc. 
266-270 Pine Street 
Burlington, VT 05401 

Tel: 800-832-4482 

Fax: 802-864-5914 
store@conantcustombrass.com 
www.conantcustombrass.com 


Concealite Emergency Lighting 
702 7th Avenue SW 
Pipestone, MN 56164 
Tel: 507-825-2907 

Fax: 507-825-4995 
jpolglase@concealite.com 
www.concealite.com 


Concord Lighting 

1176 Morena Blvd. 

San Diego, CA 92110 

: 619-275-2303 

Fax: 619-275-3860 
www.sandiego-online.com/ 
concord 


Consolidated Display Co., Inc. 
31 W. 630 Schoger Drive 
Naperville, IL 60564 

Tel: 630-851-8666 

Fax: 630-851-8756 


Constantine N, Polites & Co. 
833 Guenther Avenue 
Yeadon, PA 19050 
: 610-626-4643 

с: 610-5. 248 
polites@scaffolding.com 
www.scaffolding.com 


Construction Zone. 
(C-Z.com) 

9700 Ormsby Station Road 
Louisville, KY 40223 

Tel: 800-985-9663 

Fax: 502-339-8891 
WWW.C-Z.COITI 

See our ad on page 9. 


COOPER Lighting 


ا 
CUSTOMER FIRST CENTER‏ 
Peachtree City, GA‏ 


m! 


ECC 


The Source fox riche Ideas 


Call 1.847.806.3586 or visit us at www.cooperlighting.com 
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LUMARK Sure-Lites’ EAMetalux 


FAIL. SAFE Y Lumière 
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Continuum Technologies 
Corporation 

3705 W. Memorial Road, Suite 403 
Oklahoma City, OK 73134 

Tel: 405 000 

Fax: 405-717-1099 
www.continuumecorp.com 


Contrast Lighting 

1009 Pare Industriel 

У n-Chrysostome, РО G6Z 1C5 
ada 

Tel: 888-839-4624, 418-839-4624 
Fax: 418-839-7057 
infos&contrastlighting.com. 
www.contrastlighting.com 


Convenience Group International 
(CGI /3M Сапа 
152 Norseman Street 

‘Toronto, ON M8Z 2R4 


, 416-233-6900 
Fax: 888-835-5995, 416-233-1215 
electrie@conven.com 
WWw.conven.com 


The Cooke Corporation 

1091 Centre Road, Suite 100 
Auburn Hills, MI 48326-2670 
Tel: 248-276-8820 
248-276-8825 
s@cookecorp.com 
www.cookecorp.com 


Cooper Lighting 

100 Busse Road 

Elk Grove Village, IL 60007 
847-956-8400 

847-806-3980 
talktous£cooperlighting.com 
www.cooperlighting.com 

Cooper Lighting is one of the 
world’s largest lighting fixture 
manufacturers. Its brands cover 
the entire spectrum of lighting 
from incandescent to fluores- 
cent to HID under brand names 
like Halo Lighting (track and 
recessed downlights); Iris (high- 
end residential architectural- 
grade downlights); Portfolio 
(specification-grade commercial 
downlighting); Metalux 
Lighting, Neo-Ray and Corelite 
(fluorescent lighting); Lumiere 
(landscape lighting); Optiance 
by Supervision (fiber-optic 
lighting); Sure-Lites and Atlite 
(emergency and exit lighting): 
Fail-Safe (complex environment 
lighting); Lumark Lighting and 
McGraw-Edison (HID lighting). 
See our ad on page 21. 


CopperMoon Inc 

PO Box 888934 

Atlanta, GA 30356 

Tel: 800-727-5483, 404-607-1344 
Fax: 888-843-6006, 404-607-1341 
carbone@coppermoon.com 
www.coppermoon.com 


Corbett Lighting Inc. 

2816 Commodore Drive 
Carrollton, TX 75007 

Tel: 800-527-1784, 972-512-8800 
Fax: 972-512-8999 
bfreeman@corbettlighting.com 
www.corbettlighting.com 


Corner Lamps 

10267 University Ave. NE 
Blaine, MN 55434 

Tel: 612-783-3776 

Fax: 612-783-7992 
corner@mm.com 


Coronet Chandelier Originals 
12-16 Grand Blvd. N. 
Brentwood, NY 11717 

Tel: 516-273-1177 

Fax: 516-2 
CORONE 


Corrosion Controllers Inc. (СС1) 
2930 Ford Street 

Washougal, WA 98671 

Tel: 360-835-2171 

Fax; 360-835-2173 
CCIlGipns.com 


Costich Со 

15509 NE 129th 

Brush Prairie, WA 98606 

Tel: 360-254-5416 
costich@pucifier.com 
www.members.tripod.com/-costich 


Country Road Associates 

PO Box 885, Franklin Avenue 
Millbrook, NY 12545 

Tel: 914-6 
Fax: 914-67 


Craft House Inn Design Studio 
5. England Street 


6, 661-257-4155 
Fax: 661-257-1554 
sales@csllighting.com 
www.csllighting.com 


Crescent Brass Mfg. Corp 
701 Park Avenue 
Reading, PA 19611-1951 
Tel: 610-37. 
610-374- 
crescentüfast.net 
www.crescentco.com 


Crisa Corp./Philip Goldin Assoc 
PO Box 0365, 842 Merrick Rd. 
Baldwin, NY 11510 

Tel: 516-868-6666 

Fax: 516-867-2240 
sales@mexglass.com 


Crownlite Mfg. Corp. 
1546 Ocean Ave. 
Bohemia, NY 11716 
Tel: 516-589-9100 
Fax: 516-589-4584 
crownlite@aol.com 


Crucial Power Products 
5900 Triumph Street 
Commerce, CA 90040 
Tel: 800-244-4069 

« 800-246-2346 
criticalpower&msn.com 


Crystal Clear Lighting/Fifth 
Avenue Lighting 

2 Bergen Turnpike 
Ridgefield Park, NJ 07660 
Tel: 201-229-0200 

Fax: 201-440-1758 

jeffs@c clear.com 
www.crystalclear.com 


Crystal Farm 

18 Antelope Road 
Redstone, CO 81623 
Tel: 970-963-2350 
Fax: 970-963-0709 
cfarm@rof.net 


Crystalite Industries Inc 

1440 North Federal Highway 
Delray Beach, FL 33483 

Tel; 561-330-8742 

Fax: 561-330-8659 


Crystorama Lighting 

95 tiague Rock Road 
Westbury, NY 11590 
Tel: 516-931-9090 

Fax: 516-931-1254 
www.crystorama.com 


Current Controls/div of Venture 
Lighting 

32000 Aurora Road 

Solon, OH 44139 

Tel: 440-519-0327, 888-347-1477 
Fax: 440-519-0347 
venture&adlt.com 

www. venturelighting.com 


Curtis Industries 

PO Box 343925 

2400 S. 43rd Street 
Milwaukee, WI 53234 
Tel: 414-649-4200 
Fax: 414-649-4279 
www.curtisind.com 


Custom Brass Inc. 

9711 Canoga Avenue 

Chatsworth, CA 91311 

‘el: 800-828-5858 or 818-709-7844 
Fax: 808-709-5918 
brassrepro@magi.net 
www.brassrepro.com 


Custom Metalcraft Inc. 

22 Dorrance Street 

irlestown, MA 02129 
617-242-0868 

Fax: 617-242-3994 

specialite&aol.com 


Custom Shades 
4434 NW 35th Court 


Fax: 305-635-1037 


CW Choice 

1474 East 81st Street 
Los Angeles, CA 90001 
Tel: 323-581-6178 

: 323-581-5644 
sales&cwchoice.com 
www.cwchoice.com 


CW Cole & Company Inc. 
2560 N. Rosemead Blvd. 

South El Monte, CA 91733-1593 
Tel: 626-443-2473 

Fax: 626-443-9253 
colelighting@earthlink.net 


CX Design Inc. 

550 Broadway, 4th Floor 

New York, NY 10012 

Tel; 888-431-4242 or 212-431-4242 
Fax: 212-431-4286 


Cyro Industries 

PO Box 5055, 100 Enterprise 
Drive 

Rockaway, NJ 07866-5055 

Tel: 800-631-5384, 973-442-6000 
Fax: 973-442-6117 
WWW.Cyro.com 


D 


D.S. Batcheller Designs Inc. 
300 East Market Street 
Charlottesville, VA 22902 

Tel: 804-244-0927 

F 804-244-0936 
dsbpec@aol.com 
www.dsb-lightingdesign.com 


D'ac Lighting Inc. 

PO Box 262, 420 Railroad Way 
Mamaroneck, NY 10543-0262 
Tel: 914-698-5959 

Fax: 914-698-6061 
www.daclighting.com 


D'Lights 

532 W. Windsor Road 
Glendale, CA 91204 
Tel: 818-956-5656 
Fax: 818-956-5657 
dinfo&dlights 
www.dlights.com 


Dabmar 

20935 Nordhoff Street 
Chatsworth, CA 91311-5909 
Tel: 818-349-1138 

Fax: 818-349-0340 
dabmar@earthlink.net 
www.dabmar.com 


Daburn Electronics and Cable 
Corp. 

224 Pegasus Avenue 
Northvale, NJ 07647 

Tel: 201-786-5400 

Fax: 201-768-9642 
daburn@daburn.com 
www.daburn.com/~daburn/ 


Dainolite 

Units 2 & 3, 1750 Courtney Park 
Drive East 

Mississauga, ON L5T 1W1 
Canada 

Tel: 905-564-1262 

Fax: 905-564-1299 
dainolit@netcom.ca 


Dale Tiffany, Inc. 

230 Fifth Ave.., Suite 1708 
New York, NY 10001 

Tel: 212-213-2738 
212-213-2673 
info@daletiffany.com 


David D'Imperio Inc, 
4936 SW 75th Avenue 
Miami, FL 33155 

Tel: 305-261-2829 

Fax: 305-261-2991 
dimpco@aol 


David Weeks Lighting 

61 Pearl Street, No, 612A 
Brooklyn, NY 11201 
Tel: 718-596-7945 

Fax; 718-596-7945 
dwlighting@earthlink.net 


davis / muller 


LIGHTING 


Davis/Muller Lighting 

28 Beecher Street 

Pawtuc| RI 02860-1805 

1 888-328-6855 

x: 888-328-6856 
davisl&davismuller.com 
www.davismuller.com 

An impressive collection of 
architecturally relevant pen- 
dants, sconces and surface 
mounts characterized by clean, 
simple designs executed in 
solid brass. Diffusers are made 
from acrylic, cast glass and 
natural alabaster. Davis/Muller 
offers the industry's most 
extensive selection of sizes, 
finishes, lamping configura- 
tions and optional equipment. 
See our ad on Cover 3. 


Lite Company 
stman Avenue 
Ventura, CA 93003 

Tel: 805-642-6557 
Fax; 805-642-4544 
gbernal@dayliteco.com 
www.dayliteco,com 


Day Light Controls Inc 
5325 N. Commerce Ave, #4 
Moorpark, CA 93021 

Tel: 805-529-0119 

Fax; 805-529-9466 
hq@daylightcontrols.com 


Day-Brite/Capri/Omega 
76 South Green Street 
Tupelo, MS 38801 

Tel: 800-234-1890 

Fax: 662-680-6619 
www.thomasc-i.com 


Day-O-Lite Fluorescent Fixtures 
126 Chestnut Street 

RI 02888 

Tel: 401-467-8232 
401-941-2960 
sales&dayolite.com 
www.dayolite.com 


Dazor Mfg. Corp. 

4483 Duncan Ave, 

St. Louis, MO 63110 

Tel: 800-345-9103, 314-652-2400 
Fax; 314-652-2069 
info@dazor.com 
www.dazor.com 


DC to Light 

1636 E. Skylihne Drive 
Tucson, AZ 85718 

Tel: 520-531-1769 

Fax: 520-797-7132 
detolight@juno.com 


De Sisti Lighting 

1109 Grand Avenue 
North Bergen, NJ 0704 
Tel: 201-319-1100 

Fax: 201-319-1104 
desistnj@desistiusa.com 
www.desisti.it 


Deadly Nightshades 

5901 Hoagie Creek Lane 

Snow Camp, NC 27349 

Tel: 336-376-9250 
336-376-1332 
blue9@mindspring.com 
www.deco-echoes.com/deadly- 
nightshades 


Е 


Deanna Wish Designs 
RD No. 5, Box 271 
Sunset Valley Row 
New Castle, PA 16105 
Tel: 724-458-4811 
Fax: 724-458-9286 


DecorCable Innovations, LLC 
660 W. Randolph Street 
Chicago, IL 60661 

Tel: 800-444-6271, 312- 
Fax: 312-474-1789 
sales@decorcable.com 
www.decorcable.com 


Decotex Lighting 
100 North Mohaw! 
Cohoes, NY 12047 
Tel: 518-233-1201 
Fax: 518-233-1002 


k Street 


Dedotec USA Inc. 
216 Little Falls Road 
Cedar Grove, NJ 07009 


info@dedolight.com 
www.dedolight.com 


Deep Landing Workshop 
140 Bright Meadow Ln. 
Chestertown, MD 21620 
Tel: 410-778-4042 


Deep Sea Power & Light 
4819 Ronson Court 

San Diego, CA 92123-1813 
Tel: 858-576-1261 

Fax: 858-576-0219 
info@deepsea.com 
www.deepsea.com 


Delray Lighting Inc. 
11916 Valerio Street 
North Hollywood, CA 91605 


Delta Controls Inc. 
17850 - 56th Ave. 
Surrey, BC 
Canada 


Fax: 604-574-7793 
info&deltacontrols.com 
www.deltacontrols.com 


The Delta Group 

1311 A Ampere Street 
Boucherville, QUE J4B 275 
Canada 

Tel: 450-449-9774 

Fax: 450-449-1349 
louis.jean.richer&delta.xfo.com 
www.delta.xfo.com 


Delta Light 


PO Box 202223 

Minneapolis, MN 55420 

1 612-980-6503 

F 612-980-6503 
deltalight77&hotmail.com 
www.stpaulmercantile.com/deltal- 
it.htm 


Deltona Lighting Products 
150 Industrial Drive 
Senatobia, MS 38668 

Tel: 662 9787 

Fax: 662-562-4907 


Denki Corporation of North 
America 

377 Route 17 South 

Hasbrouck Heights, NJ 07604 
Tel: 800-908-8882, 201-393-0722 
Fax: 201-393-0692 
denkicorp&aol.com 
www.denkicorp.com 


Deposition Sciences Inc, (DSI) 
386 Tesconi Court 

Santa Rosa, CA 95401-7116 

Tel; 800-831-7390, 707-573-6700 
Fax: 707-573-6748 
lighting@depsci.com 

www. heatbuster.com 


Derek Marshall Lamps & 
Accessories 

85 Upper Road 

Sandwich, NH 03227 

Tel: 800-497-3891, 603-284-7000 
Fa’ 4-6237 
info@derekmarshall.com 
www.derekmarshall.com 
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Design Guild 

220 Fifth Avenue 
New York, NY 10001 
Tel: 201-229-0200 
Fax: 201-229-1623 


Design Lighting Products Co. 
737 West 2nd Avenue 

Mesa, A. 210 

"Tel: 800-843-1602 

Fax: 800-826-2317 
design.lightingGworldnet.att.net 
www.designltg.com 


Design Specialty Inc. 

14524 Latrobe Drive 
Colorado Springs, CO 80921 
Tel: 719-488-3036 
sales@chaselights.com 
www.chaselights.com 


Designplan Lighting Inc 

79 Trenton Avenue 
Frenchtown, NJ 08825-1205 
Tel: 908-996-7710 

Fax: 908-996-7042 
klapper@designplan.com 
www.designplan,com 


Devine Lighting Inc. 

One Design Drive 

North Kansas City, MO 64116 
Tel: 816-221-9440 

Fax: 816-221-3868 

www. hubbell-ltg.com 


Dialight 

1913 Atlantic Avenue 
Manasquan, NJ 08736 
Tel: 732-223-9400 
Fax: 732-223-8788 
www.dialight.com 


Diamond Lights 

1805 S. McDowell Blvd. 
Petaluma, CA 94954 

Tel: 800-331-3994 

Fax: 707-769-3355 
sales&diamondlights.com 


Digital Lighting Systems Inc. 
7588 NW 8th Street 

Miami, FL 33126 

Tel: 305-264-8391 

Fax: 305-261-6637 
info@digitallighting.com 
www.digitallighting.com 


Dinico Products Inc 

220 Goffle Road 

Hawthorne, NJ 07506 

Tel; 800-225-0497, 973-636-9050 
Fax: 973-636-9088 
www.dinico.com 


Display Supply & Lighting Inc. 
PO Box 4319 

1247 Norwood Avenue 

Itasca, IL 60143 

Tel: 800-468-1488, 630-285-9880 
Fax: 630-285-9670 
info@dslgroup.com 
www.dslgroup.com 


Diversified Lighting Products Inc. 
226 Route 109 

Farmingdale, NY 11735-1595 

Tel: 800-484-7163, ext 8330 

Fax: 516 
ericrpm 


Diversitronics Inc 

231 Wrightwood 
Elmhurst, IL 60126 

Tel: 630-833-4495 

x: 630-833-6355 
leada@diversitronics.com 
www.diversitronics,com 


DMF Lighting 

5370 West Jefferson Blvd 
Los Angeles, CA 90016 
Tel: 800-441-4422, 323-934-7779 
Fax: 800-363-9666, 323-934-9886 
dmfltg@aol.com 
www.dmf-lighting.com 


Docter Opties Inc 
1201 S, Alma School Rd 
Suite 7550 

Mesa, AZ 85210 

Tel: 480-844-7585 

Fax: 480-844-7826 
dopticsine@aol,com 
www.docteroptics.com 


Dolan Designs 

1901 NW Upshur Street 
Portland, OR 97209 

l'el: 800-929-4325 

Fax: 800-929-3669 


Donovan Design Co. 
127 Little Fresh Pond Road 
Southampton, NY 11968 

Tel: 516-283-8175 

Fax: 516-283-8175 +999 send 


Donovan Lighting Ltd 
247 Middaugh Road 
Brooktondale, NY 14817 
Tel: 607-256-3640 

Fax: 607-273-1153 
donlig@aol.com 
bridonovan&hotmail.com 


Double 'R' Specialty Molding 
PO Box 21486 

Tampa, FL 33622-1486 

Tel: 813-884-1600 

Fax: 813: 


www.homel.gte.net/elev 


Doug Fleenor Design 
396 Corbett Canyon Road 
Arroyo Grande, CA 93420 
Tel: 805-481-9599 

Fax: 805-481-9599 
doug@dfd.com 
www.dfd.com 


Douglas Lighting Controls Inc. 
2077 Alberta Street 
Vancouver, BC V5Y 1C4 


Canada 
Tel: 604-873-2797 
Fax: 604-873-6939 


Zontrols Ltd 


Douglas Lighting 
345 Isabey Street 
Laurent, QUE H4T 1Y2 

Canada 

Tel: 514-342-6581, 604-873-2797 
514-Еах: 342-0133, 604-873-6939 
lighting&douglaseast.com 
www.cdouglaslightingcontrol.com 


Drama Lighting Inc 

B4 Aero West 

Buffalo, NY 14225 

"Tel: 716-626-9300 

Fax: 716-626-1055 
drama&pce.net 

www .dramalighting.com 


Dreamscape Lighting Mfg. Inc 
10610 Culver Blvd 

Culver City, CA 90232 

Tel: 310-838-7043 

Fax: 310-202-8536 
info@dreamscapelighting.com 


www.dreamseapelighting.com 


Dual-Lite/Emergency Lighting 
Division 

60 Fieldstone Court 

Cheshire, CT 06410-1212 

Tel: 203-699-3000 

Fax: 203-699-3011 
www.dual-lite.com 


Dunsford 

PO Box 2554 

Vashon Island, WA 98070 
Tel: 206-463-9272 

Fax: 206-463-6717 
michaeld@dunsford.com 
www.dunsford.com 


Duray Fluorescent Mfg. Co. 
2050 W. Balmoral Ave 
Chicago, IL 60625 

Tel: 773-27 


Fax: 773 


Duro-Lite Lighting 
4101 W. 123га Street 
Alsip, IL 60803 

Tel: 800-720-3876 
Fax; 708-371-0627 
www.duro-lite.com 


DuroTest International 

9 Law Drive 

Fairfield, NJ 07004 

Tel: 800-289-3876, 973-808-1800 
Fax: 800-989-3899, 973-808-2666 
kurtkersting@duro-test.com 
www.duro-test.com 


Dynamic Lighting Inc. 
5220 Shank Road 

Pearland, TX 77581 

Tel: 800-364-0098 

Fax -997-5441 
sales&dynamiclighting.com 
www.dynamiclighting.com 


Dynaray Emergency Lighting 
PO Box 175, 473 Bellville Road 
St Matthews, SC 29135 

Tel: 803-874-1265 

Fax: 803-874-1261 
dynaray&oburg.com 


Berkeley Heights, М] 07922 
Tel: 908-508-1111 

Fax: 908-508-1122 
kevin&egl-neon 
www.egl-neon.com 


E M Wiegmann & Company Inc. 
501 West Apple Street 
Freeburg 


EAL Lighting Corp. 
PO Box 1787 
Voorhees, NJ 08043 


Tel: 800-815-1527 
Fax: 800-815-1527 
eallights@aol.com 


Early American Lighting 

10 Mabel Terrace 
Queensbuy, NY 12804-9198 
Tel: 518-745-1334 

Fax: 518-745-8414 


Easylite Ballasts & Lighting 
Systems 

2825 Wilderness Plz 
Boulder, 80301-5432 
Tel: 30: 7470 

Fax: 303-786-7472 


sales@easylite.org 


www.easylite.org 


EBW Electronics 

701 Commerce Court 
Holland, MI 49424 

Tel: 800-787-0575 

Fax: 616-786-0513 

104571.426 € compuserve.com 
www.ebw-el 


ctronics.com 


Echelon Corporation 
1015 Miranda Avenue 
Palo Alto, CA 01760 
Tel: 650-855-7400 

Fax: 650-856-6153 
lonworks&echelon.com 
www.echelon.com 


Eclipse Lighting Inc 

3123 N. Pulaski Road 
Chicago, IL 60641 

Tel: 181-9161 

Fax: 773-481-0729 
eclipse&igcom.net 
www.eclipselightinginc.com 


Eclipse Technologies 

23 Pebble Ridge Court 
Rockville, MD 20854-2650 
Tel: 301-340-1797 

Fax: 301-340-1245 


eclipse&erols.com 


Ecolite Manufacturing Co. 
9919 E. Montgomery Drive 
Spokane, WA 99206-4123 
Tel: 509-922-8888 

Fax; 509-922-8866 
www.ecolite.com 


ECOPOWER. 3; 


This just makes sense 


Ecopower 
1661 Hillside Drive 
London, ON NOG 2R1 


Canada 
Tel: 519-472-3274 
Fax: 519-472-3441 


info@ecopower.net 
WwWww.ecopower.net 

Dimming HID lighting is 
Ecopower's specialty. Our 
unique and proven panel- 
based dimming technology 
uses existing standard lighting 
and makes it dimmable, no 
costly ballast or capacitor 
retrofits and no special fix- 
tures. Savings as much as 50 
percent can be realized in 
warehouses, sports facilities or 
anywhere HID lighting is used. 


Edison Lighting Fixture Mfg. 
569 W. 17th Street 

Hialeah, FL 33010-2412 

Tel: 305-888-8849 

Fax: 305-883-0005 
edisonltg@spynet.com 
www.edisonltg.com 


Edison Price Lighting 
409 East 60th Street 

New York, NY 10022 
Tel: 212-521-6900 

Fax: 212-888-7981 
info@epl.com 

See our ad on page 25. 


Edwin Gaynor Co. 

200 Charles Street 

Stratford, CT 06497 

Tel; 800-342-9667, 203-378-5545 
Fax; 203-381-9019 
edwin.gaynor@snet.net 
www.egaynor.com 


Effetre USA 

980 NE 126 Street 
North Miami, FL 33161 
Tel: 305-891-4001 

x: 305-891-0605, 


EGL Company Ine 
100 Industrial Road 
Berkeley Heights, NJ 07922 


sales@egl-neon.com 
www.egl-neon.com 


Eide Industries Inc. 

16215 Piuma Avenue 

Gerritos, CA 90703-1528 

Tel: 800-422-6827, 562-402-8335 
Fax: 562-924-2233 
goboplace@aol.com 
www.eideindustries.com 


18th Century Hardware Co. 
131 E. Third Street 

Derry, PA 15627 

Tel: 724-694-2708 

Fax: 724-694-9587 


Eiko Ltd. 

23220 W, B4th Street 
Shawnee, KS 66227 
Vel: 913-441-8500 
Fax; 913-441-0679 
ciko@eiko-ltd.com 


www.eik 


td.com 


Eleast Lighting Inc 
815 5, Kay Avenue 
Addison, IL 60101 
Tel: 630-543-5390 
Fax: 630-543-5392 


ELCASTItg@aol.com 


Eleo Lighting 

2042 East Vernon Ave 

Vernon, CC 90058 

Tel: 323-231-2000 

Fax: 800-644-2626, 323-231-3200 


elco&elcolighting.com 


Electri-Cable Assemblies Inc 
(ECA) 

10 Mountain View Drive 
Shelton, CT 06484 

Vel; 800-521-3175, 203-924-6617 
Fax: 203-924-6087 
siles.eca@mindspring.com 
www. electri-cable.com 


ELECTRIX 


Electrix Inc 
15 Spring Street 


New Haven, CT 06519-2340 


Tel: 203 


Fax: 203-624-7545 


6-5577 


electrix-glsümsn.com 
www.electrix.com 

Electrix, Inc. manufactures a 
complete line of commercial- 
grade architectural and deco- 
rative wall sconces and indi- 
rect light fixtures using ener- 
gy-efficient fluorescent, metal 
halide, halogen and incandes- 
cent lamps. We also produce a 
range of linear fluorescent 
indirect cove lighting for 
commercial and institutional 
applications as well as custom 
fixtures de: 
ing application. 


Electro-Connect 

776 South Green Street 
Tupelo, MS 38801 

Tel: 800-234-1890 

Fax: 662-680-6619 


www.thomase-i.com 


Electrol Engineering Inc 
500-A Bynum Road 
Forest Hill, MD 21050 
Tel: 410-638-9300 


Fax: 410-63¢ 


sales@electrol net 


www.electrol.net 


Electronic Lighting Inc 
37200 Central Court 
Newark, CA 94560-3400 
Tel: 800-395-5767, 510-7 


Fax 


)-795-0870 


smartstart£elinet.com 


www.elinet.com 


Electronic Technology Corp. 
(ETC) 

402 Campus Drive 

Huxley, IA 50124 

Tel: 515-597-7000 


Fax: 515-597-7001 
sales@etechcorp.com 


www.etechcorp.com 


Electronic Theatre Controls Inc 
(ETC) 

3030 Laura Lane 

Middleton, WI 53562-1754 

Tel: 608-831-4116 

Fax: 608-836-1736 
mail@etcconnect.com 


www.etcconnect.com 


Electronics Diversified Inc. (EDD 
1675 Cornelius Pass Road 
Hillsboro, OR 97124-6480 

Tel: 800-547-2690, 503-645-5533 
Fax: 503-629-9877 
info&edionline.com 
www.edionline.com 


Elf Atochem North America Inc 
2000 Market Street 
Philadelphia, PA 19103-3222 
Tel: 215-419-7506 

Fax: 215-419-5511 


www.elf-atochem.com 


Elliptipar 

114 Orange Avenue 
West Haven, CT 06516 
Tel: 203-931-4455 

Fax: 203-931-4464 
marketing@elliptipar.com 
www. elliptipar.com 


See our ad on page 5. 


ELux Lighting Corp. of America 
1040 Avenida Acaso 

Camarillo, CA 93012 

Tel: 805-388-7980 

Fax: 805-388-7944 
www.elux.net 

Emco 

2001 Alvarado Street 

San Leandro, CA 94577 
Tel: 510-357-6900 


Fax: 510-357-3088 


www.emcolighting.com 


Emergi-Lite Inc 


173 Bellville Road, PO Box 468 


St Matthews, SC 29135 
Tel: 803-874-1260 
Fax: 803-874-1262 


www.emergi-lite.com 
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Emergi-Lite Ltd 

1800 Hymus Blvd 
Dorval, QUE HOP 2N6 
Canada 

Tel: 514-685 


Fax: 514-685-2394 


sales@emergi-lite-ltd.com 


Emerson Electric Company 
8100 W. Florissant Avenue 
St. Louis, MO 63136 

Tel: 800-237. 
Fax: 800- 
www.emersonfans.com 


6511 
7248 


Emess Lighting Inc 
One Early Street 
Ellwood City, PA 16117 
Tel; 212-213-0808 

Fax: 212-213-1769 


EncapSulite International Inc 
12603 Executive Drive, #810 
Stafford, TX 7j 

Tel: 800-227. 6, 281-240-2130 
Fax: 281-240-2899 
rthomas@encapsulite.com 
www.encapsulite.com 


Energy Federation Inc, (EFD 
14 Tech Circle 

Natick, MA 01760-1086 

Tel: 508-870-2277 

Fax; 508-870-9933 
bstecle@efi.org, 
www.eliorg/biz/eti 


igned for any light- 


CURTAINS OF LIGHT 


Drape your walls in glowing light, with Spredlite? The world's finest systems 
for uniform grazing illumination, for walls from eight feet to atrium height. 
No reflections, however polished the wall. No lamp glare, whatever 

the sight line. No wasted watts, with systems for PAR 20, PAR 30 


Circle No. 14 on product service card 


and PAR 38. Enrich the look of your most important spaces. 
Specify Spredlite. For the name of your local rep, 
call 212-521-6900 or fax 212-888-7981. 


Energy Planning Associates Corp. 
1947 High Street 

Longwood, FL 32750 

Tel: 888-302-8920 

Fax: 407-302-0002 
mike@retrofitting.com 

www retrofitting.com 


Enertron Technologies Inc 
305B Airport Road 
Oceanside, CA 92054 

T. 300-537-7649 


7-708-7777 


WWW.enertron.com 


Engineered Lighting Products 
10768 Lower Azusa Road 

El Monte, CA 91731 

Vel: 626-579-0943 

Fax: 626-579-6803 
elp2@aol.com 
www.elplighting.com 

See our ad on page 27. 


Engineered Products Company 
(EPCO) 

15400 28th Avenue N 
Plymouth, MN 55447 

Tel: 800-336-1976, 612-551-4880 
Fax: 612-551-4886 
jschuster&engproducts.com 
www.engproducts.com 


EnRel Energy Corp. 
1485 Triole Street 
Ottawa, ON KIB 354 
Canada 

Tel: 613-748-1809 
Fax: 613-748-3789 
www.enrel.ca 


Envel Design Corp 
31117 Via Colina. 
Westlake Village, € 
Tel: 818-865-8111 

Fax: 818-865-0204 

envelcord@aol,com 
www, enveldesign.com 


Suite 403 
91362-4501 


Erco Lighting USA 

160 Raritan Center Pkwy 
Edison, М) 08837 

Tel; 201-689-7589 

Fax: 201-689-7593 
www.erco,com 


Eric Industries Inc 

1530 Littlejohn Street 
Baldwin Park, CA 91706 
Tel: 626-814-2381 

x: 626-962-6169 
Sales@EricIndustries.com 
www. EricIndustries.com 


Esco International Inc 
3254 N. Kilbourn 
Chicago, IL 60641 


tomfranklin@escolighting.com 
www.escolighting.com 


Escort Lighting 

51 North Elm Street 
Wernersville, PA 19608 
Tel: 800-856-7948 

Fax: 610-670-5170 
info@escortlighting.com 


Estiluz Inc./Blauet S.A 
235 Moonachie Road 
Moonachie, NJ 07074 
Tel: 201-641-1997 

Fax: 201-641-2092 
estiluzinc@aol.com 
www.estiluz.com 


ETA Systems 

1532 Enterprise Pkwy 
Twinsburg, OH 44087 
Tel: 330-425-3388 

х: 330-425-9700 
@etasys.com 


Eurofase 

4590 Dufferin Street 
North York, Toronto 
ON M3H 555 


Canada 

Tel: 416-665-2731 or 954-439-5750 
Fax: 416-665-7671 
sales@eurofaselighting.com 
www.eurofaselighting.com 


Eurotroniks Inc. 

519 Vern Drive 
Orlando, FL 32805 

Tel: 407-843-9245 

Fax: 407-422-4672 

|. koch@eurotroniks.com 
www.eurotroniks.com 


Evenlite Inc 

220 VFW Avenue 
Grasonville, MD 21638-1055 
Tel: 410-827-8844 

Fax: 410-827-9657 
www.evenlite.com 


Evergreen Lighting 

12120 Altamar Place 
Santa Fe Springs, CA 90670 
Tel: 562-944-1198 

Fax: 562-944-3018 
evrgrnnc@aol.com 
www.evergreenlighting.com 


Excelite Inc 

1500 6th Avenue 
Altoona, PA 16602 
Tel: 814-943-1155 
Fax: 814-946-0157 
abed@abedcorp.org 


Exitronix/Division of Barron Mfr. 
Corp 

2019 W. Lone Cactus Drive 
Phoenix, AZ 85027 

Tel: 800-LED-EXIT, 623-580-EXIT 
Fax: 623-580-8948 
ledexit@exitronix.com 
Wwww.exitronix.com 


Expotrans Lightboxes 
19 Corporate Park 
Irvine, CA 92606 

Tel: 949-261-5483 

Fax: 949-261-8646 
rfarrell@expotrans.com 


Extech Instruments Corporation 
35 Bear Hill Road 

altham, MA 02451 
Tel: 781-890-7440 
Fax: 781-890-7864 
extech@extech.com 
www.extech.com 


Eye Lighting International of 
North Ameri 
9150 Hendricks Road 

Mentor, OH 44060-2146 

Tel: 888-665-2677, 440-350-7030 
Fax: 800-811-7395, 440-350-7041 
sales@eyelighting.com 
www.cyelighting.com 


- 


Fabby Lighting 

150 S. La Brea Avenue 
Los Angeles, CA 90036 
Tel: 323-939-1388 

Fax: 323-939-0206 
fabby@fabby.com 


Fabulux Inc 

29 Tiffany Place #2F 
Brooklyn, NY 11231 
Tel 
Fax 
fabulux&mindspring.com 


FAD Lighting/French Accents & 
Designs Inc. 

2545 E. Sunrise Blvd., #150 
Fort Lauderdale, FL 33304 

Tel: 954-566-7303 
Fax: 954-566-4240 
fadlights@aol.com 
www. fadlighting.com 


Fail-Safe/Brand of Cooper 
Lighting 

400 Busse Road 

Elk Grove Village, IL 60007 
Tel: 770-486-4800 

Fax: 770-486-4801 
talktous@cooperlighting.com 
www.cooperlighting.com 


Falgroup Corporation 

PO Box 371, 1400-F Adams Road 
Bensalem, PA 19020 

Tel: 215-638-8552 

Fax: 215-638-8554 
Sales@FalgroupCorp.com 

www FalgroupCorp.com 


FarLight Corporation 

20600 Gramercy Place, Bldg. 201 
Torrance A 90501-1821 

Tel: 310-782-1369 

Fax: 310-782-3758 
nudhopeé&farlight.com 

www farlight.com 


Faubourg Lighting 
PO Box 709 
Hazlehurst, MS 39083 
Tel: 800-803-7518 
Fax: 601-894-5195 


FC Lighting 

1152 North Main Street 
Lombard, IL 60148-1362 
Tel: 630-889-8100 

Fax: 630-889-8106 


Feit Electric Co, 

4901 Gregg Road 

Pico Rivera, CA 90660 

Tel; 800-543-3348, 310-463-2852 
Fax: 562-908-6360 
info@feit.com 

www. feil.com 


Festa and Company 
2805 Cavedale Road 
Glen Ellen 


neriofesta@festaco.com 
www festaco,com 


Fiber Optic Systems Inc, 

2 Railroad Avenue 
Whitehouse Station, NJ 08889 
Tel: 908-534-5500 

Fax: 908-534-2272 

www, posi.net 


Fiberlux Ine. 

922 E. Orange Fair Lane 
Anaheim, CA 92801 

Tel: 909-625-4381, 714-992-4208 
Fax: 909-625-4381 
RRV730@aol.com 


Fiberoptic Lighting Inc. 

950 Southeast M Street 

Grants Pa OR 97526 

Tel: 800-543-2533, 541-476-6900 
Fax: 541-476-0796 
hyla@edsnet.net 

www fiberoptic-lighting.com 


259 Nobel Drive 

"mont, СА 94538 

Tel: 800-327-7877, 510-490-0719 
Fax: 510-490-3247 

www .fiberstars.com 


FibreOptics International 
309 S. Cloverdale Street D2 
tle, WA 98108 

Tel: 800-777-5958 

Fax: 206-762-3503 
doug@foifx.com 

www. fiberstars.com 


FibreVisions 

6764 Jubilee Avenue 
Burnaby, BC V5H 368 
Canada 

Tel: 604-439-6782 

3 39-9787 
DBLinko@fibreoptic.com 
www fibreoptic.com 


Finelite Inc 

30300 Whipple Road 
Union City, CA 94587-1525 
Tel: 510-441-1100 

Fax: 510-441-1510 
jlwhite&finelite.com 

www. finelite.com 


Fire Farm Inc 

2327 Union Street 
Oakland, CA 94607 
-7969 
44-7968 
farm.com 


arm.com 


Fire & Water Lighting 
241 Eldridge Street 3R 
V York, NY 10002 
: 212-475-3106 


info@c 
www.cyberg.com 


First Class Building Products 
1418 Fenwick Drive 
Marietta, GA 30064 

Tel: 888-514-8141 

Е, 70-514-0731 

mna an@aol.com 


Fleurs d'Allumage 
40 Radio Circle 

Mt. Kisco, NY 10549 
Tel: 800-669-8268 
Fax: 914-242-1138 
info@fleurs.com 
www. fleurs.com 


Flex-A-Lite West Inc 
10250 Aldebaran Drive 
Reno, NV 89506 

1 775-677-7711 

Fax: 775-677-7577 
mross1000s@aol.com 


Flex-Lite Ine 

11828 Rancho Bernardo Road 
Suite #123-50 

San Diego, CA 92128 

Tel: 619-451-2599 

Fax: 619-673-2092 

art] L0@juno.com 


Flexlite Inc 

85 Campus Drive 
on, NJ 08818 
732-417-0777 
417-2129 


www.flexlite.com 


Flos USA Inc. 

200 McKay Road 

Huntington Station, NY 11746 

Геј: 800-939-3567, 516-549-2745 
16-549-4220 


The Fluorescent Co. Inc 
26524 Golden Valley Road 
Unit 405 

Saugus County, CA 91350 
Tel: 661-251-4356 

Fax: 661-251-7175 
FerD4Flo@aol.com 

www flo-co.com 


Focal Point LLC 
4201 S. Pulaski Road 
Chicago, IL 6065 
1 773-247-9494 

Fax: 773-247-8484 
info&focalpointlights.com 
www.focalpointlights.com 


Focus Industries Inc 
25391 Arctic Ocean Drive 
Lake Forest, CA 92630 
Tel: 949-830-1350 

Fax: 949-830-3390 


Forte Lighting 
14550 Miller Avenue 
Fontana, CA 92336 
Tel: 800-966-8000 
800-999-8500 


Forum Inc 

214 North Lexington Ave. 
Pittsburgh, PA 15143 

Tel: 412-244-8780 

Fax: 412-244-9032 
jsnikn@aol.com 
www.Forum.Lighting-Inc.Com 
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Fouch Electric 

Mfg. Co 

2138 N. Interstate 
Avenue 

Portland, OR 97227-1749 
284-1415 
503-284-0016 
fouch@teleport.com 
www fouch.com 


Fourteenth Colony Lighting 
797 Roland Street 
Memphis, TN 38104-5047 


www. focusindustries.com Tel: 901- 


272-7007 


Fax: 901-272-0365 


Our fixtures are so highly coveted, 
that when customers buy them... 
they promptly hide them. 


Our ‘Hole in the Wall’ 


fixtures are plaster/ 


fiberglass castings. They 
illuminate your space 
without calling attention 
to themselves. Call us 
for more information 
at 626.579.0943 or 


visit our website at 


www.elplighting.com. 


ENGINEERED 
LIGHTING PRODUCTS 


Photo by Mark Dell’ Aquila 
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Francesca Imports 

890 East 51st Street 

Brooklyn, NY 11203 

Tel: 718-629-1264 

Fax: 718-629-1470, 718-629-4908 
Www francescaimports.com 


Franjo Metal Spinning Inc 
5560 Vanden Abeele 
Ville St. Laurent 
Montreal, PQ H4S 1P9 
Canada 

514-331-9122 

Fax: 514-331-4176 
franjometal@qc.aira.com 


Frank Morrow Company 
129 Baker Street 


Providence, RI 02905 

Tel: 800-556-7688, 401-941-3900 
Fax: 401-941-3810 

sales@ 


akmorrow.com 
frankmorrow.com 


Fredrick Ramond Inc 

16121 South Carmenita Road 
Cerritos, CA 90703 

Tel: 800-421-3517, 562-926-1361 
Fax: 562-926-1015 


Frezzolini Electronics Inc 
5 Valley Street 
Hawthorne, NJ 07506 
Tel: 800-345-1030 
7-0934 


FSC Lighting 

12120 East Altamar Place 
Santa Fe Springs, CA 90670 
Tel: 562-906-2644 

Fax: 562-906-2649 
evrnne&aol.com 


Fulham Co, Inc 

7540 Trade Street, Suite B 

San Diego, CA 92121 

Tel: 800-238-5426, 858-530-9333 
Fax: 8 5-8093 
michellewyman@hotmail.com 
www.fulham.com 


Full 5pectrum Solutions 

1826 Horton Road 

Jackson, MI 49203 

Tel: 888-574-7014 

Fax: 517-796-8301 
sales@paralite.com 

www. paralite,com 
www.fullspectrumsolutions.com 


Functional Metal 

600 Moulton Avenue, Studio #404 
Los Angeles, CA 90031 

Tel: 310-828-6030 

Fax: 310-828-2101 
customerservice@functionalmet- 
al.com 

www. functionalmetal.com 


Fusion Lighting Inc 
7524 Standish Place 
Rockville, MD 20855 
Tel: 301-284-7200 
Fax; 301-926-7258 


Future Light Inc. 

18370 South Miles Road 
Cleveland, OH 44128 

Tel: 800-877-2334, 216-475-5511 
Fax: 216-4 
info@future-light.com 
www. future-light.com 


Future Wave Technologies 
5483 Nancy Greene Way 

North Vancouver, BC V7R 4N2 
Canada 

Tel: 604-990-5325 

Fax: 604-990-0066 
fururewave@bigfoot.com 

www. bigfoot.com/~futurewave 


rd Lamps 


Underhill, VT 05489-0071 
Tel: 800-643-5267 

Fax: 800-643-5267 
george&gslamps.com 
www.gslamps.com 


G Squared 

279 Via San Blas 

San Luis Obispo, CA 93401 
Tel: 805-545-0874 

Fax: 916-404-5742 
info&gart.com 
www.g2art.com 


Galbraith & Paul 
307 North Third Street 
Philadelphia, PA 19106 
Tel: 215-923-4632 
Fax: 215-923-4631 


Gallery Inc. 

2706 Teagarden Street 
San Leandro, CA 94577 
Tel: 800-752-9146 

Fax: 800-219-6483 
galincpacbell.net 


Gammalux Systems 
248 E. Arrow Hwy. 
San Dimas, CA 91773 
Tel: 800-356-3275 
Fax: 909-599-5288 


GAMproducts Inc 
826 N. Cole Avenue 
Hollywood, CA 90038 
Tel: 323-461-0200 
Fax: 461-4308 
www.gamonline.com 


Garcy/SLP 

209 Kirby Road 

Portland, TN 37148 

Tel: 800-221-7913, 615-325-9252 
Fax: 61 
www.garcyslp.com 


Gardco Lighting 

2661 Alvarado Street 

San Leandro, CA 94577 

Tel: 800-227-0758, 510-357-6900 
Fax: 510 
www.gardcolighting.com 


Gaslight America West 

PO Box 90907 

Houston, TX 77290 

Tel: 800-514-6755, 281-376-5200 
Fax: 281-251-1313 
customerservice@gaslights.com 
www. gaslights.com 


ight Time 

5 Plaza Street West 
Brooklyn, NY 11217 

Tel: 718-789-7185 

Fax: 718-789-6185 
gaslightime@worldnet.att.net 


Gates Moore Lighting 

River Road Silvermine 

Norwalk, CT 06850 

Tel: 203-847-3231 

Fax: 203-750-0266 
pmoore750@aol.com 
www.imox.com/ gatesmoorelighting 


GE Lighting 

1975 Noble Road 

Cleveland, OH 44112-6300 
Tel: 800-GE LIGHT (435-4448) 
Fax: 800-327-0663 

www. ge.com/lighting 


GE Total Lighting Control 

225 Service Ave. 

Warwick, RI 02886-1020 

Tel: 800-852-2778, 800-TLC-ASST 
Fax: 401-886-6470 
getle@hcontrols.com 
www.ge.com/tle 


Gem Monogram 

111 Rhode Island Street 
San Francisco, CA 94103 
Tel: 415-626-9600 

: 415-626-4539 


Gemini Sound Products/ 
LyteQuest Pro Lighting 
8 Germak Drive 
Carteret, NJ 07008 

Tel: 800-476-8633 

Fax -969-9090 
sales-usa@geminidj.com 
www.geminidj.com 


Genie House 

PO Box 2478 

Vincetown, NJ 08088 

Tel: 609-859-0600, 800-634-3643 
Fax: 609-859-0565 


George King Associates 
2335 SE 50th, «C 
Portland, OR 97215 
Tel: 503-232-6734 

Fax: 503-232-6734 


George Kovacs Lighting Inc. 
67-25 Otto Road 

Glendale, NY 11385 

Tel: 718-628-5201 

Fax: 718-628-5212 
info&georgekovacslighting.com 
www.kovacslighting.com 


George R. Snell Associates Inc. 
269 Sheffield Street 
Mountainside, NJ 07092-2318 
Tel: 908-654-8855 

Fax: 908-654-8859 


German Brown Illumination 
PO Box 61284 

Las Vegas, NV 89160 

Tel: 702-436-7845 

Fa 845 
mail@germanbrown,com 
www.germanbrown,com 


Gilbert Industries Inc. 

5611 Krueger Drive 

Jonesboro, AR 72401 

Tel: 800-643-0400, 870-932-6070 
www. gilbertinc.com 


Glass Illuminations Inc. 

PO Box 309 

Sun Valley, CA 91352 

Tel: 818-556-6777 
818-556-6778 
gi_ine@earthlink.net 

www. glassilluminations.com 


Glass Surface Systems Inc 

37 Dunton Avenue 

Deer Park, NY 11729 

Tel: 800-445-0466, 516-254-0200 
Fax: 516-254-0203 


sales@glasscoat.com 
www. glasscoat.com 
Glasslight 


PO Box 310 

St. Peters, PA 19470 
Tel; 610-469-9066 
Fax: 610-469-0981 


GLC, Ine, 

1215 Vista Superba Drive 
Glendale, CA 91205 
818-240-7698 

ax: 818-547-1369 
gicincorp@aol.com 
www.glcincorp.com 


Glendale Contract Lighting 
70-31 84th Street 
Glendale, NY 11385 

Tel: 718-894-0406 

Fax: 718-894-0486 


Glow Lighting Inc, 

226A Steelcase Road 

West Markham, ON L3R 183 
Canada 

Tel: 888-838-GLOW 

Fax: 888-668-2828 
Glow@globedirect.com 


Gomark Associates Ltd, 

45 Seton Trail 

Ormond Beach, FL 32176 

Tel: 800-337-1590, 904-677-3595 
Fax: 904-673-3711 


Good Earth Lighting 

712 5. Milwaukee Avenue 
Wheeling 

Wheeling, IL 60090 

Tel: 847-808-1133 

Fax; 847-808-0838 


Graham H Gregory Design Ltd 
185 - 911 Yates Street, Box 589 
Victoria, BC V8V 4Y9 

Canada 

Tel: 250-656-7470 

Fax: 250-656-3294 
ghgdesign@pacificcoast.net 
www. pacificcoast.net/~ghgdesign 


Grasslin Controls Corp. 
31 Industrial Avenue 
Mahwah, NJ 07430-2210 
Tel: 201-825-9696 

Fax: 201-825-8694 
gccsales@grasslin.com 
www. grasslin.com 


Interfaces 

180С - 36th Avenue SE 
Calgary, AB T2G 1W4 
Canada 

Tel; 403-243-8110 

Fax: 403-287-1281 
sales@gray-interfaces,com 
www. gray-interfaces.com 


Greene's Lighting 

1059 Third Avenue 

New York, NY 10021 

Vel: 800-682-6505, 212-753-2507 
Fax: 212-688-6389 


Greenlee Lighting /LSI Industries 
Inc 

1300 Hutton Drive, Suite 110 
Carrollton, TX 75006 

Tel: 972-466-1133 

Fax: 972-446-2202 
info@Isi-industries.com 

www. greenleelighting.com 


Greist, Leigh & Company Ine 
2031 Chambers Road 

Beaver Dams, NY 14812 

Tel: 607-962-2438 

Fax: 607-962-3417 
gleigh@stny.lrun.com 

www. greistleigh.com 


Griplock Systems/Reutlinger Inc 
885 Toro Canyon Road 
Montecito, CA 93108-1641 

Tel; 800-585-1505, 805-565-0112 
Fax: 805-565-0299 
griplock@msn.com 

www. griplocksystems.com 


Gross Chandelier Co. 
106 Gratiot Street 
St. Louis, MO 63102 
Tel: 314-231-1060 
Fax: 314-231-2265 


The Ground Floor/div. of John 
Ragsdale Interiors Inc, 

95-1/2 Broad Street 
Charleston, SC 29401 

Tel: 843-722-3 
-5880 


gsdalefinials.com 


contact. 
www.ragsdalefinials.com/lamps.htm 


Group One, Ltd. 

200 Sea Lane 

Farmingdale, NY 11735-3926 
Tel: 516-249-3662 

Fax: 516-753-1020 
www.GlLtd.com 


Guardian Corp 

PO Box 628 

River Grove, IL 60171 
Tel: 847-288-8080 

Fax: 847-288-8085 
Guardian@ameritech.net 


Guth Lighting 
2615 Washington 
St. Louis, MO 63103 


www. guth.com 


H 


H.A. Framburg & Company 

941 Cernan Drive 

Bellwood, IL 60104 

Tel: 800-796-5514, 708-547-5757 
www.framburg.com 


H. E. Williams Inc 

PO Box 837, 831 W. Fairview 
Carthage, MO 64836-0837 

Tel: 417-358-4065, 417-358-4034 
Fax: 417-358-6015 
info@hew.com 

www, hew,com 


Hadco 

100 Craftway, PO Box 128 
Littlestown, PA 17340 

Tel; 717-359-7131 

Fax: 717-359-9289 

www. hadcolighting.com 
See our ad on Cover 2. 


Hafele America Co. 
3901 Cheyenne Drive 
Archdale, NC 27263 
Tel: 800-423-3531 

Fax: 336-431-3831 
pmartin@hafeleus.com 


Halcyon Times Ltd 

15215 Chinaberry Street 
Gaithersburg, MD 20878 

Tel; 800-711-1573, 301-869-4773 
Fax: 301-519-3803 
koncept@erols.com 
www.erols.com/koncept 


Hammerton 

2149 5 3140 W 

Salt Lake City, UT 84119-1264 
Tel: 888-973-8095 

Fax: 801- 0234 


Hampstead Inc 

4505 Peachtree Industrial Blvd. 
Suite E 

Norcross, GA 30092 

Tel: 888-935-4448, 770-447-1700 
x: 770-447-1702 


T 
Ripa orn fo 


Hanover Lantern Inc 
350 Kindig Lane 


Hanover, PA 17331-1733 
Tel: 717-632-6464 
Fax: 717-632-5039 


hanoverlantern@sun-link.com 
www.hanoverlantern.com 


Hapco 
26252 Hillman Hwy 
Abingdon, VA 24212 
Tel: 800-36; 
Fax; 540-628. 
info@hapco.com 
www. hapco,com 


Harmony Hollow 

PO Box 1303 

Ann Arbor, MI 48106 
Tel: 800-468- 
Fax: 734-668-1376 
bcross&harmonvhollow.com 


355 


Harris Lighting Systems 

PO Box 2429, 156 Industrial Loop 
Orange Park, Fl. 42067-2429 

Tel: 800-331-2216, 904-269-7878 
Fax: 800-527-1221, 904-269-1221 


Harris Marcus Group 

3757 South Ashland Avenue 
Chicago, IL 60609-2169 

Tel: 800-574-6875, 773 
Fax: 800-234-3757 
harrislamp@aol.com 
www. harris-marcus.com 


Harvey M. Stern & Co. 
6350 Germantown Ave. 
Philadelphia, PA 19144 
Tel: 215-438-6350 


Hasco Electric 

84 S. Water Street 
Greenwich, CT 06830 
Tel: 203-531-9400 
Fax: 203-531-9408 


hasco@aol.com 


Hatch Transformers Inc 
5403 West Gray Street 
Tampa, FL 33609 

Tel: 813-288-8006 

Fax: 813-288-8105 
info@hatchtransformers.com 
www. hatchtra 


nsformers.com 


HB & G 

PO Box 589, 1015 Brundidge 
Blvd 

Troy, AL 36081 

Tel: 800-264-4424 

Fax: 334-566-4629 
Heath Sedgwick 

PO Box 1305 

Stony Brook, NY 11790 
Tel: 516-751-1129 

Fax: 516-751-1114 


Hehner Metal Spinning Co. 
9701 S. Broadway Avenue 
Louis, MO 631 
7-1322, 314-631- 
Fax: 314-631-3344 

hehnermetalspinning@prodigy.net 
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Helios Lighting Ltd 

612 Gordon Baker 

Road 

Toronto, ON M2H 3B4 

Canada 

Tel: 800-49-LAMPS, 416-497-8000 
Fax: 800-243-0494 

heliosl &sympatico.ca 
www.helioslighting.com 


Hemera Inc 

2461 Des Carrieres 
Montreal, QUE H2G 1X8 
Canada 

Tel: 514 -9363 

Fax: 514-277-9361 


hemera@videotron.ca 


РЕР 


Hemispheres 
1677 5, Azusa Ave., Suite 1 
Hacienda Heights, CA 91745 
Tel: 909-262-1987 

Fax: 978-231-1296 
hemissales&aol.com 


Www. geocities.com/fashionav- 
enuc/mall/3384 


Hera’ 


Hera Lighting LP 

6059 Peachtree Ind Blvd,, Suite M 
Norcross, GA 30092 

Tel: 800-336-4372, 770-409-8558 
Fax: 770-409-8531 
mail@heralighting.com 

www. heralighting,com 


Heritage Casting & Ironworks Ltd 
(HCD 

1280 Fewster Drive 

Mississauga, ON L4W 1A4 
Canada 

Tel: 800-267-3175, 905-238-2648 
Fax; 905-238-9060 
heritage@echo-on.net 
age-online.com 


www. heri 


Herwig Lighting 

PO Box 768 

Russellville, AK 72811 

Tel; 800-643-9523 or 501-968-2621 
Fax: 501-968-6422 
www.herwig,com 


Hessamerica 
PO Box 430 
Shelby, NC 28151 
Tel: 704-471-2211 
Fax: 704-471 
hess@jjishelby.com 


www. hessamerica,com 


Hetherington Industries Inc 
116 Green Lane 

Bristol, PA 19007 

Tel: 215-788- 
Fax: 215-78 33 
infodesk&hetherington.com 
www.hetherington.com 


Hewlett Packard Company 

370 W. Trimble Road, MS 91UK 
San Jose, CA 95131 

Tel: 408-435-7400 

Fax: 408-654-8575 
www.hp.com/go/led 


High End Systems Inc 

2217 West Braker Lane 
Austin, TX 78758 

Tel: 512-836-2242 

Fax: 512-837-5290 

bruce jordahl&àhighend.com 
www.highend.com 


Higuchi Inc. USA 

525 International Pkwy, Suite 501 
Richardson, TX 
Tel: 972-2 
Fax: 9 4-6806 
samwarta@swbell.net 


HIL-Tech International Ltd. 
2155 Dunwin Drive, Suite 6 
Mississauga, ON 151 4M1 
Canada 

Tel; 905-820-6769 

Fax: 905-820-1061 
hil-tech@yesic.com 


www. x-cd.com/hil-tech. 


Hinkley Lighting 

12600 Berea Road 

Cleveland, OH 44111-1632 

Tel; 800-446-5539, 216-671-3300 
Fax: 216-671-4537 
service@hinkleylighting.com 
www. hinkleylighting.com 


Hinson & Company 
979 Third Avenue 
New York, NY 10022 
Tel: 212-475-4100 
Fax: 718-937-7566 


Hipotronics Inc 
PO Box 414, 
North 
Brewster, NY 10509-0414 

Tel: 800-727-HIPO, 914-279-8091 
Fax: 914-279-2467 
sales@hipotronics,com 

www. hipotronics.com 


1650 Route 22 


Historic Lighting 
10341 Jewell Lake Ct 
Fenton, MI 48430 
Tel: 810-629-4934 


Historical Arts & Casting Inc 
5580 W. Bagley Park Road 
West Jordan, UT 84088-5642 
Tel: 800-225-1414, 801-280-2400 
Fax: 801-280-2495 
historicalarts@msn.com 

www. historicalarts.com 


Hobby Hill Picture Lights 
5921 W. Dickens 
Chicago, IL 60639-4 
Tel: 800-336-5282, 
Fax: 773-237-5708 


3237-5700 


Hoffman Engineering Corp 
Topcon 

PO Box 4430 

Stamford, CT 06907-0430 

Tel: 203-425-8900 

Fax: 203-425-8910 
sales@HoffmanEngineering.com 


www. HoffmanEngineering.com 


Holly Solar Products 
PO Box 864, 1340 Industrial Ave 


Suite D 
Petaluma, CA 94952 
Tel: 707-763-6173 


Fax: 707-763-8755 
suntron@hollysolar.com 
www. hollysolar.com 


Holly-Tech Limited 

785 Pacific Road, Unit 3 
Oakville, ONT 161. 6M3 
Canada 

Tel: 877-542-4391 

Fax: 905-825-5876 
sales@holly-tech.com 
www, holly-tech.com 


Holophane Canada Inc 
294 Walker Drive, Unit #3 
Brampton, ON LÓT 4Z2 
Canada 

Tel: 905-793-3111 

Fax: 905-793-9597 
jperbira@holophane.com 
www, holophane.com 


Holophane Corp. 

214 Oakwood Avenue 
Newark, OH 43055 

Tel: 740-345-9631 

Fax: 740-349-4426 
www.holophane.com 
See our ad on page 11. 


Home Automation Inc 
5725 Powell Street, Suite A 
New Orleans, LA 70123 
Tel: 504-736-9810 

Fax: 504-736-9890 
sales@homeauto.com 
www. homeauto.com 


Homegrown Hydroponics Inc 
15 McCulloch Avenue #3 
Rexdale, ON M9W 4M5 
Canada 

Tel: 416-242-4769 

Fax: 416-242-7205 


homegrown@hydroponics.com 


www.hydroponics.com 


Horton Controls Inc. (HCI) 
3070 Green Valley Road 
Birmingham, AL 35243 

Tel: 800-852-2778 

Fax: 205-271-3450 
iortoncontrols.com 
www.hortoncontrols.com 


sales@ 


House of Troy 

902 Silver Ridge Road 

Hyde Park, VT 05655 

Tel: 800-428-5367, 802-888-7984 
Fax: 802-888-2942 
kmitch@together.net 


Howard Industries Inc 

PO Box 1590 

Laurel, MS 39441-1590 

Tel: 800-956-3456, 601-422-0033 
Fax: 601-422-1652 
shilton&howard-ind.com 
www.howard-ballast.com 


Hubbardton Forge 

PO Box 827, Route 30 
Castleton, VT 05735 

Tel; 800-826-4766, 802-468-3090 
Fax: 802-468-3284 
info@vtforge.com 
www.vtforge.com 
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Hubbell Canada Inc 

870 Brock Road South 
Pickering, ON LIW 178 
Canada 

Tel: 905-839-1138 

Fax: 905-839-9108 
info@hubbell-canada.com 
www.hubbell-canada.com 


Hubbell Inc 

584 Derby Milford Road 
Orange, CT 06477-4024 
Tel: 203-799-4100 

Fax: 203-799-4205 
info@hubbell.com 

www. hubbell.com 


Hubbell Lighting Inc, 

2000 Electric Way 
Christiansburg, VA 24073-2500 
Tel: 540-382-6111 

Fax: 540-382-1526 
webmaster&hubbell-Itg.com 
www. hubbell-ltg.com 


Hubbell Premise Wiring 

14 Lord's Hill Road, PO Box 901 
Stonington, CT 06378-0901 

Tel: 800-626-0005, 860-535-8326 
Fax: 860-535-8328 
alesinfo@hubbell-premise.com 
www, hubbell-premise.com 


Hunt Dimming 

200 Rome Court 

Fort Collins, CO 80524 
970-484-9048 

Fax: 970-493-4125 
info@huntdimming.com 
www, huntdimming.com 


Hurley Patentee Manor 
464 Old Rt. 209 

Hurley, NY 12443 

Tel: 914-331-5414 


Hurricane Creek Stained Glass 
PO Box 891 

Gualala, CA 95445-0891 

Tel: 707-884-4693 

x: 707-884-4693 
debby@hclampworks.com 
www.hclampworks.com 


Huvco LLC/The DayLite Co 
Division 

3416 Prices Distillery Road 
ljamsville, MD 21754 

Tel: 800-832-6116, 301-865-6798 
Fax: 301-865-0978 
sales@huvco.com 

www. huvco.com 


Huygen Corp. 

PO Box 316 
Wauconda, IL 60084 
Tel: 815- 2200 
Fax: 815-455-2300 
www, huygen.com 


Hybrinetics Inc. 
225 Sutton PI 
Santa Rosa, CA 95407 
Tel: 800-247-6900 
Fax: 707-585-7313 
dimmers&aol.com 
www.voltagevalet.com 


HYDREL 


Hydrel/Lithonia 

12881 Bradley Avenue 

Sylmar, CA 91342 

Tel: 818-362-9405 

Fax: 818-362-6548 
BertO@Hydrel.com 

www. hydrel.com 

Hydrel offers 50 years of innov- 
ative leadership in high-perfor- 
mance outdoor lighting fix- 
tures, fountains, fountain 
equipment and underwater 
lighting. Its pioneering back- 
ground in underwater lighting 
has made Hydrel a leading pro- 
ducer of architectural and land- 
scape lighting fixtures designed 
for tough environments. 
Product lines include accent, 
border and in-grade fixtures for 
landscape applications; area, 
flood, step and recessed fix- 
tures for architectural applica- 
tions; architectural fountains 
and underwater lighting for 
water effects; decorative wall, 
bollard and pole lighting for 
site, park and street lighting. 
See our ads on pages 1 &31. 


Hytron Electric Products 
Division of Trojan 

PO Box 404, 114 Poplar Street 
Meadville, PA 16335 

Tel: 800-441-7796, 814-336-4460 
Fax; 814-337-3128 
hytron@trojanine.com 
www.trojaninc.com 


HYDReEL 


The Hydrel 

9000 Series established 
a new benchmark for 
in-grade lighting 


Today’s M9000 Series 
Raises the 


BENCHMARK 


The 9 inch M9400 The 400 Watt M9800 


Designed to First in-grade fixture to accom- 
accommodate the modate 400 watt тоди! base lamps. 
popular new color Provides a new alternative for 
corrected metal floodlighting architectural structures 
halide lamps to 70 with in-grade concealment. 

watts in a unique Eighteen inch footprint, available in 


housing with a small — wallwash, spot, and flood. 
nine inch footprint 
for an unobtrusive, 

efficient installation. 


A single M9810, MH400 wall wash New M9000 Series features: 


illuminates an eight story wall. ы 
The new M9000 Series achieves the Cooler Operation: new convective design and 


r 2 nses reduce ture 
widest range of ITL photometrics for double lenses reduce surface temperature 


in-grade lighting. External Aiming: aim mechanically and optically 
without entering lamp module 


Locked Settings: indexed and locking 
components allow relamping without reaiming 


Rugged Construction: computer aided design 
and tough materials surpass drive over 
requirements 


HYDREL HYDREL 


Е 12881 Bradley Avenue, Sylmar, California 91342 
In-grade Lighting Phone 818-362-9465 Fax 818-362-6548 
Website www.hydrel.com 
HYDREL is a registered trademark of 


Lithonia Lighting. 
Circle No. 16 on product service card 
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IceCap Inc 

9-B South Gold Drive 

Hamilton, NJ 08691 

Tel: 800-742-3227, 609-588-5338 

Fax: 609-588-5460 
beth@icecapine.com 

www. icecapine,com 


IceCap Inc 

9-B South Gold Drive 
Hamilton, NJ 08691 
Tel: 800-742-3227 

ax: 609-588-5460 
andy@icecapine.com 
WWW. сес apinc.com 


Idaho Wood 

PO Box 488 

Sandpoint, ID 83864 

Tel: 800-635-1100 

Fax: 208-263-3102 
idahowood@nidlink.com 
www.idahowood.com 


IE Architectural/Division of 
Illuminating Experiences Inc 
233 Cleveland Avenue 
Highland Park, NJ 08904 

Tel: 732-745-5858 
732-745-9710 


ILC Technology, Inc 
399 Java Drive 
Sunnyvale, CA 94089 
Tel; 408-745-7900 
Fax: 408-744-0829 
www. ilet.com 


Illuminates, Inc 

1121 Babcock Road 
Lexington, MI 48450-9325 
Tel: 810-359-2978 

Fax: 810-359-8302 


Illuminating Experiences Inc 
2 sveland Avenue 
Highland Park, NJ 08904 
Tel: 732-745-5858 

Fax: 732-745-9710 


Illumination Lighting 
2300 Victoria Avenue 
Lachine, QB H7W 273 
Canada 

Tel: 514-634-7200 x 253 
Fax: 514-634-9868 
robertk&viamtl.com 


Imago Ine, 
7811 SE 27th #179 
Mercer Island, WA 98040 
Tel: 425-746-2213 

j 125-401-9274 
www.imagoinc.net 


Imtec 

One Imtec Lane 
Bellows Falls, VT 05101 
800-854-6832 

x: 603-357-8606 
bjohnston@imtecinc.com 
www, imtecinc.com 


Incon Lighting Products Inc 

PO Box 2083 

Sanford, FL 32772-2083 

Tel: 800-393-5630, 407-323-5630 
Fax: 800-203-5698, 40 
incon&earthlnk.net 
www .inconlighting.com 


Industry *Design Light Inc 
1211 Yale Avenue SE 
Minneapolis, MN 55414-3122 
Tel: 612-673-9213 

Fax: 612-673-9217 
www.idl.ac/iclusa.htm 


Indy Lighting Inc 
12001 Exit Five Parkway 
Fishers, IN 46038 
Tel: 317-849-1233 


Fax: 317-576-8006 
www.light-link.com/indy 


Ineos Acrylics Inc 
7275 Goodlett Farms Pkwy 
Cordova, TN 38018 


Tel: 800-325-95 
Fax: 901-381-2355 


Infinite Technologies International 
LLC ATD 

3300 Bourbon Street 
Fredericksburg, VA 22408 

Tel: 540-310-0016 

Fax: 540-310-0722 

iti@fls.infi.net 


Inlite Corp. 

939 С yson Street 

Berkeley, CA 94710 

Tel: 800-346-5932, 510-849-1067 
Fax: 510-849-3230 
inliteca@dnai,com 

www inlitelighting.com 


Innolux Lighting Corp. 

834 Kater Street 
Philadelphia, PA 19147-2013 
Tel: 888-466-6589 

Fax: 215-829-9629 
info@innolux.com 
www.innolux.com 


HBAS 


Inter Global 

6333 Etzel Avenue 

St. Louis, MO 63133 

Tel: 800-325-7364, 314-725-9800 
Fax: 314-721-6333 
iquality@msn.com 

Since 1967, Inter Global has 
been an OEM component sup- 
plier providing the finest qual- 
ity lighting products at global- 
ly competitive prices, specializ- 
ing in injection-blown lighting 
enclosures and plastic lantern 
parts. Inter Global also manu- 
factures medium, mogul and 
MR16 sockets and compact flu- 
orescent ballasts, magnetic and 
electronic. 


Interballast, Inc 

3125-A, Bernard Pilon St. Mathieu 
De Beldeil, РО JG 455 

Canada 

Tel: 450-446-91 
Fax: 450-446-9836 
ballast@microtec.net 


Interlectric Corporation 

1401 Lexington Avenue 

W ^n, РА 16365 

Tel: 800-722-2184, 814-723-6061 
Fax: 814- 
ic@interlectric.com 
www. interlectric.com 


Intermatic Inc 
Intermatic Plaza 


intermatic.com 
www.intermatic.com 


International Light Inc 

17 Graf Road 

Newburyport, MA 01950-4092 
Tel: 978-465-5923 

Fax: 978-465-0759 
ilsales&intl-light.com 

www intl-light.com 


Intrepid Lighting Manufacturing 
Inc 

2184 Pond Road 

Ronkonkoma, NY 11779 

Yel: 888-629-5483, 516-467-4676 
Fax: 516-467-4741 
IntrepidLighting@msn.com 
www. intrepidlighting.com 


Invia Industries, Inc 
163 Brownsdale Road 
Renfrew, PA 16053 
Tel: 724-586-7767 
Fax: 724-586-2003 
tom-rehm@invia.com 
WWW Invia.com 


Iota Engineering 

PO Box 11842 

Tucson, AZ 85734-1846 
Tel: 520-294-3292 

Fax: 520-741-2837 
www.iotaengineering.com 


Iris Lighting Systems/Brand of 
Cooper Lighting 

100 Busse Road 

Elk Grove Village, IL 60007 
Tel: 888-474-7584 

Fax: 770-486-4801 
talktous@cooperlighting.com 
www. cooperlighting.com/iris 


Iron Apple Forge 

PO Box 724, Routes 263 & 413 
Buckingham, PA 18912 

Tel: 215-794-7351 

Fax: 215-794-7351 
www.ironappleforge.com 


Isolite Corporation 

31 Waterloo Avenue 

Berwyn, PA 19312 

Tel: 800-888-5483, 610-647-8200 
Fax: 610-296-8952 
salesisolite.com 
www.isolite.com 


Isys/Cae Inc 

PO Box 430, 10087 Industrial 
Drive 

Hamburg, MI 48139 

Tel: 810-231-9373 

Fax: 810-231-1631 
cacine@ismi.net 


Italiana Luce 

109 Sanford Street 

Hamden, CT 06514 

Tel: 203-407-8000 

Fax: 203-407-0006 

Italiana Luce (Il America) is 
the exclusive American dis- 
tributor for the Italian contem- 
porary lighting lines, Italiana 
Luce, Nemo, Foscarini and Tre 
Ci Luce. Product designers 
include Vico Magistretti, 
Barbaglia/Colombo and F.A. 
Porsche. Award-winning 
designs include Dove, Jazz, 
Tabla and the Havana 
collection. 

See our ad on page 33. 


ltre USA Inc 

3607 - 13th Avenue 
Brooklyn, NY 11218 
Tel: 718-436-2002 
Fax: 718-436-1720 
WWNW.itreusa.com 


J 


J.A. LeClaire - Neon Trim 
271 College Street 

rndale, MI 48220 

Tel: 248-545-6660 

Fax: 603-737-1334 
info&neontrim.com 
WWw.neontrim.com 


J.G. Braun Company 

8145 River Drive 

Morton Grove, IL 60053-2645 
Tel: 800-323-4072 

Е; 847-663-0667 
info&jgbraun.com 

www jgbraun.com 


J.T. Cooper Studio 

Route 1, Box 12E 
Brevard, NC 28712 

Tel: 828-877-4437 

Fax: 828-877-4438 
info@jtcooperstudio,com 
www jtcooperstudio,com 


Design: 
Jehs & Laub 


Light Power 


Constellation is an extensive collection of 
wall/ceiling fixtures, varying in dimensions, 
light sources, and finishes. Can be used 
indoor or outdoor. Features a die-cast 
aluminum alloy body and molded glass 
diffuser. Perfect for commercial or 
residential applications. 

UL approved. 


Distributor: 
Constellation 17 = 7" Ø ADA IL AMERICA INC. 
Constellation 27 = 10 1/2" Ø ADA 109 Sanford Street 
Constellation 37 = 14 1/2" Ø Hamden, CT 06514 

Tel.# 203 407-8000 

Fax # 203 407-0066 
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NEMO: ENJOY THE LIGHT 


Circle No. 17 on product service card 


Jahabow Industries Inc 

1004 Industrial Drive 
Owensville. MO 65066-0507 
Tel: 573-437-4151 

Fax 7-48 
mgnt@jahabow.com 
www jahabow.com 


Janmar Lighting 

730 West Golden Grove Way 
Covina, CA 91722 

Tel: 626-858- 
Fax: 626-967-0314 
m_aubrey@janmar.com 
www. light-link.com/janmar 


tram Technologies Ltd 

tram Engineering Ltd 

188 Bunting Road, Unit #10 

St, Catherines, ON L2M 3Y1 
nada 

1: 888-527-8726, 905-641-2587 
¢: 905-641-5267 

1 computan.on.ca 


jas 
www jastram.com 


J rson Art Lighting Co. 
1342 N. Main Street 

Ann Arbor, NI 48104 
734-761-8160 


354-747-9499 


JH Lighting and Brass Works Inc. 
PO Box 1698 

Jacksonville, TX 75766 

Tel: 903-589-4344 

Е 903-589-4569 


Jon@JHLighting.com 
www. JHLighting.com 


JM Lorentz Wood Products 
R. R. #1 
Lakeside, ON NOM 260 


519-349-2524 
jmjlorentz@aol.com 


Joan Sherman Decorative Arts 
135 Greene Street =65 

New York, NY 10012 

Tel: 212-387-0806 

Fax: 212-505-8550 


Joey Manic Inc 

1775A Olive Street 

Capitol Heights, MD 20743 
Tel: 877-566-2642 

Fax: 888-898-8002 
joeymanic@erols.com 
www joeymanic.com 


Johnson Art Studio 

3120 Capitola Road 

Santa Cruz, CA 95062 

Tel: 831-464-0567 

Fax: 831-464-1325 
postmaster@johnsonartstudio.com 
www. johnsonartstudio.com 


Johnson Controls 
PO Box 423 
Milwaukie, WI 53201 
Tel: 414-274-4000 
Fax: 414-347-0221 


Johnson Systems Ine 
1923 Highfield Cres. SE 
Calgary. AB T2G 1W4 


Canada 
Tel; 403-287-8003 
Fax: 403- -9003 


info@johnsonsystems.com 
www johnsonsystems.com 


Jolt Lighting Inc 

1261-C Wiley Road 
Schaumburg, IL 60173 

Tel: 800-526-5658, 847-781-2293 
Fax: 847. -1299 
marketing@joltlighting.com 
www joltlighting.com 


Josiah R. Coppersmythe 
80 Stiles Road 
Boylston, MA 01505 
Tel: 508-869-2769 


Joslyn Corporation 
4000 E. 116th Street 
Cleveland, OH 44105 
Tel: 216-271-6600 

F: 216-341-3615 


JP Nolan & Co. 
1027 East 52nd Street 

Maywood, CA 90270-2298 

Tel: 800-34-NOLAN, 323-581-7158 
Fax: 323-583-1824 


JPL Lighting 

750 Almeda-Genoa Road 
Houston, TX 77047 

Tel: 713-433-4511 

Fax: 713-434-1397 


IRS Technology, Inc 

1061 Perimeter Road West, Bldg. 
I 

Endicott, NY 13760 

Tel: 888-9-BALLAST, 607-748-4800 
Fax: 607-748-7949 
info@jrstechnology.com 


www jrstechnology.com 


ISL Lighting Corp. 
35 Oak Street 


Weston (Toronto), ON MON 1A1 
Canada 

Tel: 416-241-5267 

Fax: 416-245-8024 


erict@jsllighting.com 
www. jsllighting.com 


Juno Lighting Inc 

PO Box 5056, 1300 S. Wolf Road 
Des Plaines. IL 60017-5065 

Tel: 800-323-5068, £ 27-9880 
Fax: 847-827-2925 


www junolighting.com 


Just Plastics Inc 

PO Box S, 250 Dyckman Street 
New York, NY 10034 

Tel: 212-569-8500 

Fax: 212-569-6970 
bobbyv@justplastics.com 

www justplastics.com 
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LE 
JUSTICE 
DESIGN 


Justice Design Group Inc 
PO Box 2429 

Culver City, CA 90231 
Tel: 310-39 
Fax: 310-397-7170 
sales@jdg.com 
www jdg.com 


K 


K-Tronik 
290 Vincent Ave., 3rd Floor 
Hackensack, NJ 07601 

Tel: 888-458-7664, 201-488-4600 
Fax; 201-488-8480 
ktronik@idt.net 

www k-tronik.com 


lasts 


KAM Lighting Inc 

1825 S. Peck Road 

Monrovia, CA 91016 

; 888 8526, 626-305-1940 
x: 626-305-3010 


Е 
sales@kamlighting.com 
www. kamlighting.com 


Kane-Shrader 

892 Production Place 
Newport Beach, CA 92663 
Tel: 949-548-2131 

Fax: 949-548-5014 
kaneshrader@earthlink.com 


Keene-Widelite 

155 Dobbie Drive 
Cambridge, ON NIR 5X9 
nada 

1: 519-623-8820 

Fax: 519-623-4435 
www.canlyte.com 


Kelsey-Kane Lighting Mfg. Co. 
4541 NE 11th Avenue 

Fort Lauderdale, FL 33334 
Tel: 800-44 
Fax: 954- 


Kenall Manufacturing 

1020 Lakeside Drive 

Gurnee, IL 60031-2400 

Tel: 800-453- (800-4-KENALL) 
Fax: 847-360-1781 
info&kenall.com 

www.kenall.com 


Kenro Light 

8687 Melrose Avenue. 
Los Angeles, CA 90069 
Tel: 310-659-6510 

Fax: 310-659-1768 


B404 


Kenroy/Div. of Hunter Lig, Group 
11660 Gentral Pkwy 

Jacksonville, FL 32216 

Tel: 904-642-4340 

Fax: 800-536-7697 
hig@bellsouth.net 


Kichler Lighting 

7711 E. Pleasant Valley Road 
Cleveland, OH 44131- 

Tel: 216-573-1000 

ax: 216-573-1003 
kichler@kichler.com 
www.kichler.com 


Kichler Tiffany Lighting 
7711 E. Pleasant Valley Road 
Cleveland, OH 44131 

Tel: 216-573-1000 

Fax: 216. 1003 
danver&kichler.com 


Killark Electric Manufacturing Co. 
3940 Martin Luther King Drive, 
PO Box 5 
St. Louis, MO 63115 
Tel: 314-531-0460 
Fax: 314-531-7164 


e KIM LIGHTING 


Kim Lighting 

16555 E. Gale A 

City of Industry, CA 91745 
‘el: 626-968-5666 

Fax: 626-369-2695 
www.kimlighting.com 

See our ad on page 35. 


King Luminaire Co, Inc. 

PO Box 7, 840 Walkers Line 
Burlington, ON L7R 3X9 
Canada 

'el: 800-268-7809, 905-632-9301 
Fax: 905-632-8116 
ales&kingluminaire.com 
www.kingluminaire.com 


King's Chandelier Company 
PO Box 667, 729 S. Van Buren 
Road, Hwy. 14 

len, N 289 

Tel: 336-623-6188 

Fax: 336-627-9935 

crystal vnet.net 
www.chandelier.com 


Kingbright Corp 

225 Brea Canyon Road 

7 of Industry, CA 91789-3049 
Tel: 909-468-0500 

Fax: 909-468-0505 
sales&Kingbright-LED.com 
www.Kingbright-LED.com 


Kingda Decorating Light Co. 
5561 Sultana Ave. #3B 
nple City, CA 91780 


Tel: 626-237-0238 
Fax: 626-286-0372 


sales: 


ingda.com 
www.kingda.com 


Kirlin Company 

3401 E. Jefferson 

Detroit, MI 48207 

Tel: 313-259-6400 

Fax: 313-259-3121 
kirlinco&earthlink.net 
www.light-link.com/kirlin 
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| KIM LIGHTING 


| 16555 East Gale Avenue 
City of Industry, CA 91745 

626/968-5666 

| Circle No. 18 on product service card 


www.kimlighting.com 


Klemm Reflector Co. 
736 East Venango Street 
Philadelphia, PA 19134 
Tel: 215-634-4750. 

Fax: 215-634-6782 


KLS Electronics USA 
27599 Schoolcraft Road 
Livonia, MI 48150 

Tel: 734-425-6620 


www. kls-usa.com 


Koch * Lowy 

PO Box 304, 487 W. Main Street 
Avon, MA 02322 

Tel: 508-588-4700 ext. 130 

Fax: 508-587-7592 
www.kochlowy.com 


Kopp Glass Inc 
2108 Palmer Street 
Pittsburgh, PA 15218 
Tel: 412-271-0190 
Fax: 412-271-4103 


Kramer Lighting Inc. 

85 Johnny Cake Hill Road 
Middletown, RI 02842 
Tel: 401-849-5100 

Fax: 401-849-5119 
info@kramerlighting.com 
www.kramerlighting.com 


Krypton Neon 

34-43 Vernon Blvd. 

Long Island City, NY 11106 
Tel: 718-728-4450 

Fax: 718-728-7206 
info@neonshop.com 
www.neonshop.com 


Kurt Versen Company 
10 Charles Street 
Westwood, NJ 07675 
Tel: 201-664-8200 
Fax: 201-664-4801 


Kurtzon Lighting 

1420 S. Talman Avenue 
Chicago, IL 60608 

Tel: 800-837-8937, 773-277-2121 
773-277-9164 
tstevens@kurtzon.com 
www.kurtzon.com 


KW/2 Lighting Products, Div. of 
Solar Kinetics, Inc. 

10635 King William Drive 
Dallas, TX 75220 

Tel: 800-949-7654, 972-556-2376 
۴ 972-869-4158 


Kyp-Go 

526 Geneva Road 
Glen Ellyn, IL 60137 
Tel: 630-942-8181 
Fax: 630-469-8121 


x, Ct 06426 
: 860-767-8295 

860-767-1397 
&cdoane.com 


www.lcdoane.com 

The L.C. Doane Company man- 
ufactures and designs special- 
ized lighting for correctional 
facilities, hospitals, schools, 
parking garages, cleanrooms 
and the commercial marine 
industry. Backed by over 50 
years of providing lighting for 
U.S. Navy ships, our products 
have earned a reputation for 
toughness and reliability. 
Security, vandal-resistant and 
emergency lights are among 
the products we offer in fluo- 
rescent or HID. 


L.E. Smith Glass 
Street 


Labsphere Inc. 

PO Box 70 

North Sutton, NH 03260 
Te 903-927-4266 

Fax: 603-927-4694 
labspere@labsphere.com 
www labsphere.com 


Lady B Goode, Inc, 

1365 Westgate Center Drive 
Winston-Salem, NC 27103 
Tel; 336-760-0800 

Fax: 336-768-0063 
Ibgoode&netunlimited.net 


Lake Power Systems 

17605 Fabrica Way, Unit #1 
Cerritos, CA 90703 

Tel: 714-670-6488 

Fax: 714-670-6853 


Lam Lighting Systems Inc 
2930 South Fairview Street 
Santa Ana, CA 92704-6598 
Tel: 714-549-9765 

Fax: 714-662-4515 


LaMar Lighting 

485 Smith Street 

Farmingdale, NY 11735 

Tel: 631-777-7700, 800-724-7743 
(NY) 

Fax: 631-777-7705 
sales@lamarlighting.com 
www.lamarlighting.com 


Lambda Research Corp. 
80 Taylor Street 
Littleton, MA 01460-4400 
Tel: 978-486-0766 

Fax: 978-486-0755 
sales@lambdar 
www.lambda 


Lamp Glass 

2230 Massachusetts Avenue 
cambridge, MA 02140 

Tel: 617-497-0770 

Fax: 617-497-2074 
lamps&lampglass.nu 
www.lampglass.nu 


Lamp Technology Inc 

1645 Sycamore Ave, 
Bohemia, NY 11716 
800-533-7548, 631-567-1800 
Fax: 631-567-1806 
info@lamptech.com 

www .lamptech.com 


Lamps by Hilliard 
896 A Street 


Fax: 707-826-1561 


Lampshades of Antique 
PO Box 1507 

Medford, OR 97501 

Tel: 541-826-9737 

Fax: 541-826-1086 


Lancaster Glass 

PO Box 70, 240 W, Main Street 
Lancaster, OH 43130 

Tel: 800-264-6826, 740-653-0311 
F 740-653-9501 
sales@lancasterglasscorp.com 
www.lancasterglasscorp.com 


Landmark Lighting 

PO Box 4228 

Chula Vista, CA 91909 
Tel: 888-243-4413 

Fax: 888-243-4414 
Landmarklighting&cs.com 


Laser Artistry Inc 

6420-B So. Howell Avenue 
Oak Creek, WI 53154 

Tel: 414-764-7400 

Fax: 414-764-5705 


Laser Images Inc 

6911 Hayvenhurst Avenue 
Van Nuys, CA 91406 

Tel: 818-997-6611 

Fax: 818-787-7952 
laserium@earthlink.net 
www .laserium.com 


Laser Production Network 
20209 NE 15th Court 
Miami, FL 33179 

Tel: 305-690-6885 

Fax: 305-690-6881 
info@lasernetwork.com 
www. rnetwork.com 


Laser Spectacles Inc. 

PO Box 1535 

San Marcos, TX 78667 

Tel: 512-392-4600 

Fax: 512-392-4601 
contact@laserspectacles,com 
www. luserspectacles.com 


LaserMedia Inc. 


Tel: 310-338-9200 


Fax: 310-338-9221 
Imilasers@aol.com 
www lasermedia.net 


Latigo Lights Inc. 

PO Box 15459 

Santa Fe, NM 87506 
Tel: 800-304-9165 
Fax: 505-473-1601 
latlights@aol.com 
www latigolights.com 


Laurite Corp. 

-D El Camino Real, Suite 333 
tarlsbad, CA 92008 

Tel: 760-434-9682 

Fax: 760-434-4766 


Lawrence Berkeley National 
Laboratory 

1 Cyclotron Road, 90-3111 
Berkel А 94720 

Tel: 510-486-7906 

Fax; 510-486-4089 
CKEhrlich&lbl.gov 


LBL Lighting/Prisma 
320 West 202nd Street 


Fax: 708-755-3443 
caymandivr@aol.com 


LCD Lighting Inc. 

37 Robinson Blvd 

Orange, CT 06477 
Tel: 203-795-1520 

Fax: 203-795-2874 
ahudson&lcdl.com 
www.lcdl.com 


LDPI Lighting 

800 Wisconsin Street, Mailbox 80 
Eau Claire, WI 54703 

Tel: 800-854-0021, 715-839-9585 

"ax: 715-839-8145 
sales&ldpi-inc.com 

www ldpi-inc.com 


LED Sales Group 
4291 Detroit Avenue 
Oakland, CA 94619 
Tel; 510-729-6396 

Fax: 510-482 
ledsales@aol.com 
www ledsales.com 


UCOS LIGHTING 


MODULO T31 


MODULO ADA 


MODULO 


design by R. Toso, N. Massari and Associates 
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Ledalite Architectural 
Products Inc. 

9087A 198th Street 
Langley, BC VIM 3B1 
Canada 

Tel; 604-888-6811 
Fax: 800-665-5332 
info@ledalite.com 
www.ledalite.com 


LEDtronics Inc. 

23105 Kashiwa Court 

‘Torrance, 90505 

4875, 310-534-1505 
4-1424 
webmaster@ledtronics.com 

www. ledtronics.com 

LEDtronics leads where others 
follow when it comes to 
designing, manufacturing and 
packaging state-of-the-art LEDs 
(Light Emitting Diodes). Our 
inventive product line encom- 
passes an array of direct 
incandescent lamp replace- 
ment-based LEDs, low-cost 
snap-in and relampable panel- 
mount LEDs, high-intensity 
sunlight visible discrete LEDs, 
PCB LEDs circuit board status 
indicators, surface-mount 
diodes SMT LEDs, full-spec- 
trum rainbow RGB LEDs and 
infrared (IR) LEDs. 


Lee Filters 

2237 North Hollywood Way 
Burbank, CA 91505 

Tel; 800-576-5055, 818-238-1220 
"ax: 818-238-1228 
kvitali@leefilt 
www. leefilters.com 


‘susa.com 


Legion Lighting Co. Inc. 
221 Glenmore Ave. 
Brooklyn, NY 11207 

Tel: 718-498-1770 

F 718-498-0128 
tolegion@juno.com 

www .light-link.com/legion 


Lehigh Electric Products Co, 
6265 Hamilton Blvd 
Allentown, PA 18106 

Tel; 610-395-3386 

Fax: 610-39 5 
demitry@lehighdim.com 
www lehighdim,com 


Lendar Design Inc 

218 Principale 

St Basile-le-Grand, QUE J3N 1L6 
Canada 

Tel: 450-461-3344 

Fax: 450-461-2147 
lendar@lendar.com 


Leotek Electronics USA Corp. 
1330 Memorex Drive 

anta Clara, CA 95050-2813 
Tel: 408-988-4668 

Fax; 408-748-9996 
sales@leot 
www.leotek.com 


гот 


Les Eclairages Projec Inc 
150, 5E Rue Limoilou 
Quebec, QUE GIL 24 
Canada 

Tel: 418-529-8982 

Fax: 418-529-8519 


Www. projec.com 


Leucos USA, Inc. 

70 Campus Plaza П 

Edison, NJ 08837 

fel: 800-832-3360, 732-225-0010 
Fax: 732-225-0250 
leucolsusa@aol.com 
www.leucos.com 
See our ad on page 37. 


Leviton/Lighting Control Division 
9013 Tuscany Way, Bldg. 100 
Austin, TX 78754-4729 

Tel: 800-996-2276, 512-927-7711 
Fax: 512-9; 799 
mhollcraft£leviton.com 
www.leviton.com 


Leviton Manufacturing Co. Inc 
59-25 Little Neck Parkway 
Little Neck, NY 11362 

Tel: 800-323-8920, (Tech Line) 
800-824-3005 

Fax; 800-832-9538 

www leviton.com 

See our ad on page 39. 


LexaLite International Corp. 

PO Box 498, 10163 U.S. 31 North 
Charlevoix, MI 49720-0498 

Tel: 888-228-5275, 800-228-5275 


Iweis lite.com 
www lexalite.com 


andard Corp. 

шоп Avenue 
Farmington, MN 55024-0228 

Tel: 888-809-0232 or 651-463-8990 
Fax: 651-463-3349 
lexingtonstandard.isd.net 

www lightpoles.com 


Lexington 


Lexstar 

25 Lincoln Street 
Haverstraw, NY 10927 
Tel: 914-947-1415 

Fax; 914-947-1160 
sale@lexstar.com 
www.lexstarcom ALSO 
www.displaylighting.com 


LGS Steelhouse Canada Inc. 

265 Carling Ave., Suite 700 
Ottawa, ON KIS 2EI 

Canada 

Tel: 877-547-1763, 613-234-9092 
Fax: 613-234-3219 
audie@lgs-steelhouse.com 
www, linghouse.com 


LI-COR Inc. 

PO Box 4425 

Lincoln, NE 68504 

Tel: 800-447-3576 

Fax: 402-467-2819 
enysales@env.licor.com 
www licor.com 


Liberty Brass Turning Co. 
38-01 Queens Blvd. 

Long Island City, NY 11101 
Tel: 718-784-2911 

F 718-784-2038 
peterz@Libertybrass.com 
www.Libertybr: om 


Lifatec USA 

PO Box 1033, 205 West Main 
Elbridge, NY 13060 

Tel: 315-689-1497 

"ax: 315-689-1873 
info&lifatec.com 

www lifatec.com 


Light Advice 

PO Box 18250, 1414 - 19th Street 
Corpus Christi, TX 78404-8250Tel: 
Tel: 361-812-5483 

I 361-993-7513 
sales@lightadvice.com 

www. lightadvice.com 


Light Corporation 

14800 172nd Avenue 

Grand Haven, MI 49417 

Tel: 800-544-4899, 616-842-5100 
Fax: 616-846-2144 
pauld@lightcorp.com 

www lightcorp.com 


Light Craft Mfg. 
220 Sullivan Road 
Fremont, OH 43420 
Tel: 419-332-0536 


www lightcraftmfg.com 


Light Design Systems: 

1839 Woodview Avenue 
Pickering, ON LIV 1L3 
Canada 

Tel: 905-509-0331 

Fax: 905-509-0476 
Ids@lightdesignsystems.com 
www lightdesignsystems.com 


Light Energy Source Inc. 
9370 Miles Drive 

Lone Ti CO 80124 

Tel: 303-708-1153 

Fax: 303-768-0643 
sales@lightenergysource.com 
www. lightenergysource.com 


The Light Owl 

529 Lincoln Way West 
South Bend, IN 46601 
Tel: 219-287-1184 
thelightowl£michiana.net 
www.thelightowl.com 


Light Project International Inc. 
105 Executive Drive, Suite 210 
Sterling, VA 20166 
Tel: 703-471-1694 
Fax: 703-471-0312 


Light Solutions Inc 
5980 Corporate Drive 
Manhattan, KS 66503 
Tel: 785-776-9009 
Fax: 785-776-9933 
www.alumalite.com 


Light Sources Inc. 

37 Robinson Blvd. 
Orange, CT 06477 

Tel: 203-799-7877 

Fax: 203-79 67 
DShine@Light-Sources.com 
www. Light-Sources.com 


Light Waves Concept Inc. 

1 Bond Street 

New York, NY 10012 

Tel: 888-627-6966, 212-677-5267 
Fax: 212-677-6945 
LiteWavesl1&aol.com 
www.lightwavesconcept.com 


Light-Tech Systems & 
Hydroponics 

429 Dewitt Road, Unit 13 
Stoney Creek, ON LSE 4C3 
Canada 

Tel: 888-539-0213, 905-664-9484 
Fax: 905-664-9484 
lights&cgocable.net 

www. lighttechsystems.com 


Lightalarms Electronics Corp. 
173 Belleville Road 

St. Matthews, SC 29135 

Tel: 803-874-1711 

Fax: 803-874-3907 
lightalarms@oburg,net 

www lightalarms.com 


Lightech Inc. 
PO Box 9355 


х: 949-248-5468 
lightech@earthlink.net 
www. lightech.com 


LightForm+ 

2300 Highland Village Road, #800 
Highland Village, TX 75077 

Tel: 877-828-0099, 972-966-8627 
ix: 972-966-2450 
jackk@forms-surfaces.com 
www.forms-surfaces.com 


Lightguard 

126 Chloride Road 
Burgaw, NC 28425 

Tel: 910-259-1131 

Fax: 800-403-6927 
lightgrd@wilmington.net 
www. lightguard.com 


Lighthouse Address Systems 
8143 Britt Drive 

Orlando, FL 32822 

Tel: 800-219-2078, 407-658-4989 
Fax: 407-658-9671 
info@lighthouseaddress.com 
www. lighthouseaddress,com 


Lightideas LLC 

1605 Indian Brook Way, Suite 100 
Norcross, GA 30093 

Tel: 770-806-9834 

Fax: 770-806-0963 


For one-stop SPECing in virtually all lighting control market 
categories — theatrical, entertainment, architectural, 
commercial and residential — think Leviton Lighting 
Control Division. 
Leviton makes the most advanced 
architectural lighting control systems in 
the world. These versatile, pre-set 
custom controls offer aesthetically 
pleasing and durable front ends. All 
kinds of configurations can be 
accommodated, and they're perfect 
for commercial applications. 
Our Innovator™ series of 
lighting controls combines advanced 
theatrical / entertainment functions 
with sophisticated, intelligent controls for 
capabilities never before available. As 
examples, LCD monitor displays channel and 
cue information on demand... up to 384 stage lighting 
channels and 512 intelligent light channels... up to 1,536 
dimmers... up to 128 simultaneous independent 
auto crossfades to address cue lists. 


E s 


And Leviton box-mounted dimmers offer the finest 
digital circuitry for advanced control along with high styling. 
For instance, our Monet" is the right choice for scene- 

lighting capability as well as multi-point control. 
As a result, we enable you to SPEC 
Leviton for all your multi-use environments, 
such as hotels, schools, office buildings, 
convention spaces, museums, restau- 
rants, sports arenas, concert halls and 
theaters, to name just a few examples. 
Discover the next millenium of 
lighting control systems today — at 
Leviton's Lighting Control Division. Join 
the growing numbers of those who 
specify Leviton. Call 1-800-323-8920. 
Or visit our website at www.leviton. com. 


f) 
LEVITON. 


LIGHTING CONTROL DIVISION 
Building A Connected World 
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Lighting Agents Software 
Solutions Inc 

15613 Berea Drive 
Odessa, FL 33556 

Tel: 813-277-9756 

Fax: 813-277-9658 
Irlassi@lightrep.com 
www lightrep.com 


Lighting Analysts, Inc 

10394 West Chatfield Avenue 
Suite 100 

Littleton, CO 80127 

Tel: 303-972-8852 


Fax: 303-972-8851 
info@lightinganalysts.com 
ightinganalysts,com 
Lighting Analysts has spent 
the last 15 years developing 
software programs for the 
lighting industry culminating 
in the recent release of the 
AGI32 program. AGI32 is the 
three-dimensional lighting 
analysis program capable of 
producing numerical values 
and color renderings for com- 
plex illuminated environments 
either interior or exterior. 


Lighting and Electronics Inc 
Market Street Industrial Park 
Wappingers Falls, NY 12590 
Tel: 914-297-1244 

Fax: 914-297-9270 
info@le-us.com 

www. le-us.com 


Lighting by Hammerworks 
6 Fremont Street 
Worcester, MA 01603 

Tel: 508- 


www. hammerworks.com 


Lighting Components & Design 
Inc 

692 South Military Trail 
Deerfield Beach, FL 33442 

Tel: 954-425-0123 

Fax: 954-425-0110 
LCD@lightingcomponents.com 
www. lightingcomponents.com 


Lighting Components (LICONA) 
146 N. 134th Street 

Los Angeles, CA 90016 

Tel: 800-238-2606, 310-532-1355 
Fax: 310-516-6815 
liconausa&aol.com 


Lighting Control & Design Inc 
2400 N, San Fernando Road 
Los Angeles, CA 90065 

Tel: 800-345-4448, 323-226-0000 
Fax: 323-226-1000 
www.lightingcontrols.com 


The Lighting Edge Inc 

PO Box 113. 158 Main Street 
Ivoryton, CT 06442 

Tel: 860-767-8968 

Fax: 860-767-1794 


sales@lightingedge.com 
www lightingedge.com 


Lighting & Electronic Design Inc. 
141 Cassia Way, Units B & C 
Henderson, NV 89104 

Tel: 800-700-5483, 661-575- 
Fax: £ 3-6599, 661-5 
salesleclinc.com 
www.ledlinc.com 


Lighting Imports 

7844-46 NW 44th Street 
Sunrise, FL 33351 

Tel: 954-749-4957 

Fax: 954-749-4509 
Lightingimports& hotmail.com 


Lighting Sciences Inc 
7830 East Evans Road 
Scottsdale, AZ 85200 

Tel: 480-991-9260 

Fax: 480-991-0375 
lightsci@worldnet.att.net 
www. lightingsciences.com 


Lighting Sculptures Inc 
66 N. Industry Court 
Deerpark, NY 11729 
2-3387 
2-3461 


Tel: 516-2 


Fax: 516- 


ISI Lighting Services Inc 


Lighting Services Inc (151) 

2 Kay Fries Drive 

Stony Point, NY 10980-1996 

Tel; 800-999-9574, 914-942-2800 
Fax: 914-942-217 

www. LightingServicesinc.com 
Lighting Services Inc (151) is 
the leading manufacturer of 
track, accent, display and 
fiber-optic lighting syste: 
Since 1958, LSI has been dedi- 
cated to designing, engineer- 
ing and manufacturing light- 
ing fixtures of the highest 
quality. Our reputation for 
creativity and innovative 
design, coupled with specifica- 
tion grade products and intel- 
ligent personalized service, 
has made us the manufacturer 
of choice among the most dis- 
criminating specifiers of lighting. 


See our ad on page 41. 


Lighting Source Inc 
6064 Jereme Trail 
Dallas. TX 7 
Tel: 888-385-4448, 972-248. 
Fax: 972-248-4748 


-3399 


lighting@airmail.net 
www. ballastsource.com 


Lighting Source Inc 
7901 Sandy Spring Road 
Suite 204 

Laurel, MD 20707 

Tel: 301-362-1100 

Fax: 301-362-1110 


Lighting Technological 
Innovations. Inc 
925 Waverly Avenue 


Holtsville, NY 11742 
Tel: 516-475-2640 
Fax: 316-475-3160 


Iti@becom.com 
www .lightingtech.com 


Lightly Expressed Ltd 

803 Eighth Street 

Salem, VA 24153 

Tel: 540-387-2104 

1 540-2 2105 
sales@lightlyexpressed.com 
www lightlyexpressed.com 


Lightolier 

631 Airport Road 
Fall River, MA 0. 
Tel: 800-215-100 
Fax: 508-674-4710 
thaccari@genlyte.com 


www lightolier.com 


508-679-8131 


Lightolier Controls 

2413 South Shiloh Drive 
Garland, TX 75041 

Tel: 800-526-2731 

Fax: 972-271-4077 


Lightron of Cornwall Inc 
1165 River Road 

New Windsor, NY 12553 

Tel: 914-562-5500 

Fax: 914-562-3082 
Lightron2@aol.com 

www lightronofeornwall.com 


Lightronics Inc 

509 Central Drive 

Virginia Beach, VA 23454 

Tel: 800-472-8541, 757-486-3588 
-486-3391 
lightronics.com 


www. lightronics.com 


Lights Fantastic 

142 Field Crest Drive 
San Antonio, TX 78209 
Tel: 888-830-9203 

Fax: 210-832-9016 
lightsfan@ 


ahoo.com 


Lightspann Illumination Design 


Emeryville, CA 94608 
Tel: 510-601-8500 


Fax: 510-601-8511 
cspanlightspann.com 
www lightspann.com 


Lightfech Group Inc 
161-15 Rockaway Blvd 
amaica, NY 11434 

Tel: 718-525-9200 
Fax: 718-525-2488 
1ѕааа! 


aol.com 


www lighttech.com 


© 


Lightway Industries 
25345 Industry Drive 
А 91355 


Valencia, 
Tel: 800-325-4448, 661-2 
Fax: 661-257-0201 
info@lightwayind.com 
www lightwayind.com 


0286 


Lightworks 

3345 West Hunting Park Ave. 
Philadelphia, PA 19132-1888 
Tel: 215-223-9200 


jl.com 


Limekiln supply Co 
566 Easton Road 
Warrington, PA 18976 
Tel: 215-343-7363 
Fax: 215-491-9982 


Link USA International 

252 West 38th Street, 12th FI 
New York, NY 10018 

Tel: 212-719-1930 

Fax: 212-719-1029 
sales@linkusa.bola.net 

www linkusa.bola.net 


Lite Source Inc 

4401 Eucalyptus Avenue 

Chino, CA 91710 

Tel: 909-597-8892 

Fax: 909-393-4161, 909-393-4161 
info@lite-source.com 

www lite-source.com 


Litecontrol Corp. 

100 Hawks Ave. 
Hanson, MA 02341 
Tel: 781-294-0100 
Fax: 781-293-2849 
info@litecontrol.com 
www. litecontrol.com 


Litelab Corp. 

251 Elm Street 
Buffalo, NY 14203 
Tel: 716-856-4300 
Fax: 716-856-0156 
Sales@Litelab,com 


LiteTouch Inc 

3400 SW Temple 

Salt Lake City, UT 84115 

Tel: 888-548-3824, 801-268-8668 
Fax: 801-268-9200 
info@litetouch.com 

www litetouch,com 


Litetronics International Inc 
1101 West 123rd Street 
Alsip, IL 60803 
Tel: 800-860-339. 
Fax: 708-37 1-06. 
litecomm@aol.com 
www litetronics.com 


708-389-8000 


Lithonia Lighting 

PO Box A, 1335 Industrial Blvd. 
Conyers, GA 30012-9912 

Tel: 770-922-9000 

Fax: 770-922-1841 
lithonialithonia.com 
www.lithonia.com 

See our ad on Cover 4. 


Lithonia Lighting Canad: 
1100 50th Avenue 
Lachine, PQ H8T 2V3 


824-1188 


Littlewood & Maue Museum 


Quality Rest. Restorations 


O Box 4 


Palr 


Tel: 609-829-4615 


Littlite/CAE Inc 


PO Box 430 

10087 Industriz 
Hamburg, MI 4 0430 
Tel: 810-231-93 

Fax: 810-231-1‹ 
llitesis@caeine.com 


www litthte,com 


Live Wire Ent., Inc 
PO Bo 0081 

Flushing, NY 113 
lel: 718-544-4400 
Fax: 718-575-3668 


Lodging Technology Corp 
5431C Peters Creek Road 
PO Be 919 

Roanoke, VA 24019-0919 


lel: 540-362-7500 


Fax: 540-366-65 


www. lodgingtechno! 


Lorin Industries 


1960 5. Roberts Avenue 

Muskeg MI 4941 

Tel: 800-654-1159 

Fax: 231-726-6186 ; 231-722-1509 


vww.lorin.con 


Los Angeles Lighting Mfg. C 
10141 Olney Street 
El Monte, СА € 


Tel: 818-454-8. 


Fax: 818-454-8399 
jeaston@lalighting,con 
www lalighting.cot 


LSI Lighting Systems/LSI 
Industries Inc 
10000 Alliance Road 


Cincinnati, OH 45242 


Fax: 513-984-1335 


info@|si-industries,com 

www Isi-industries.com 

SI Lumin 5 Inc 
f Lucent Drive 

Lebanon, NH 0370 

Tel: 603-643-7 

Fax: ( T 
sales@lumsys.con 


www. lumsys.com 


LSI Midwest Lighting/LSI 
Industries Inc 
100 I 


nston Road 


infolsi-i 


www.lsi-ir 


Lt. Moses Willard I 
1156 U.S. 5t | 


Milford, OH 45150 


Luceplan USA, Inc 
315 Hudson Street 
NY 1001 


Fax: 212-462 


Manufacturer of original, archi- 
tect-designed recessed, surface- 

mounted and portable lights for 
commej and resident 
applications. The Luceplan | 


4349 


collection includes such award- 
winning contemporary products 
as Berenice, Titania and Costanza 
lights, designed and manufac- 

tured in Italy and available from 

U.S. stock for rapid shipment. 


Lucid Lighting 

287 South Main Street, Box 10 
Lambertvil 530 

Tel 

info@lucidli n 

www. lucidlig m 
imark/Bra ope g 


i00 Buss 
Elk € 
Tel 
Fax 


talktous@cc 


0007 


WWNW.COO[ 


Lumastrobe 
Witte Drive 
Midland Park, NJ 0743. 


Tel: 201-444-7041 


www.precisionmulticontrols.com 


Imagine. 
projecting any pattern, 
any color, 
ny size, 


from 15 to 40 degrees. 


ZOUNDS ! 


For a BP75 information kit, 


send your letterhead to: 


Lighting Services Inc 


2 Kay Fries Drive 
Stony Point, NY 10980 
(BOO) 999-8574 


www. LightingServiceslnc.com 
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Lumatech Corporation 

41636 Enerprise Circle N, Suite C 
Temecula, CA 92590 

Tel: 800-932-0637, 510-654-4300 
Fax: 800-345-5862, 510-428-0622 
mail@lumatech.com 

www. light-link,.com/lumatech 
Lumax Industries Inc 

PO Box 991, Chestnut Ave. & 4th 
Street 

Altoona, PA 16603 

Tel: 814-944-2537 

Fax; 814-944-6413 
sales&lumaxlighting.com 
www.lumaxlighting.com 


Lumca Inc 

2645-A Watt 

Sainte-Foy, QUE GIP 3T2 
Canada 

Tel: 418-650-1693 

Fax: 418-650-1896 
lumea@lumea.com 
www.lumca.com 


Lumec Design Inc 

PO Box 5172 

Beverly Hills, CA 90210 
Tel: 323-936-7997 

Fax: 323-035-0550 


Lumec Inc. 

640 Cure-Boivin 

Boisbriand, QUE J7G 2A7 
Canada 

Tel: 450-430-7040 

Fax: 450-430-1453 
www.lumec.com 

Lumec Inc. specializes in the 
design and manufacturing of 
deco-functional outdoor light- 
ing units. Its line of products 
includes decorative, traditional 
and contemporary luminaires, 
mountings and poles perfected 
to meet the requirements of 
the Utilities, Municipalities and 
the Commercial and Industrial 
markets. Lumec offers more 
than 200 standard luminaires 
and countless derivatives, stan- 
dard mountings and poles as 
well as the recently acquired 
complete line of ZED lumi- 
naires. Lumec is a division of 
Genlyte Thomas Group LLC. 


Lumenarc Inc 

37 Fairfield Place 

Vest Caldwell, NJ 07006 
Tel: 973-227-8048 

Fax: 973-227-3942 
lumenarc&usa.net 


Lumenton Lighting 

1773 East 46th Street 

Los Angeles, CA 90058-1930 
Tel: 888-458-6368, 323-231-6600 
Fax: 888-758-6368, 323-233-6666 
alan@lumenton.com 
www.lumenton.com 


Lumenyte International Corp 
12 Whatney 

Irvine, CA 92618 

Tel: 949-829-5200 

Fax: 949-829-5201 
licinfo@lumenyte.com 

www. lumenyte.com 


Lumetta 

69 Aster Street 

W. Warwick, КІ 02893 

Tel: 877-586-3882, 401-821-9944 
Fax: 401-821-9955 
vmenzieslumettainc.com 
www lumettainc.com 


Lumi-Decor Inc 

10117 W. Oakland Park Blvd., 
Suite 404 

Sunrise, FL 33351-6217 

Tel: 954-522-3738 

Fax: 954-749-7104 


Lumid Inc 

2190 Blvd. de Maisonneuve Est 
Montreal, QC H2K 2E3 
Canada 

Tel: 888-865-8643, 514-5 
Fax: 514-524-2409 
dalary@lumid.com 

www, lumid.com 


24-1831 


Lumiei 
2382 Townsgate Road 
Westlake Village, CA 91361Tel 
Tel: 805-496-2003 

Fax: 805-496-2303 
lights@lumieredesign.com 
www. lumieredesign.com 

See our ad on page 43. 


Luminessence 

Box 1003 

Leaburg, OR 97489 
Tel: 541-896-3467 
swandmm@aol.com 
www.corriecroft.com 


Luminexit/SRBT 
PO Box 25267 
Winston-Salem, NC 
Tel: 336-659-2610 


27114-5267 


Lutrex 


2005 W. Су 
Ft. Lauderdale, FL 33309 
Tel: 954-771-3252 
Fax: 954-771-1668 
luminis@gate.net 
www. luminis.com 


Lumion Corporation 

1101 Weston Road 
Toronto, ON M9L 1W6 
Canada 

Tel: 416-299-5134 

Fax: 416-299-7025 
tmocherniak@lumion.com 
www, lumion.com 


:/ Brand of Cooper Lighting 


Lumiram Electric Corp. 
179 West Moreland Ave 
White Plains, NY 10606 
Tel: 800-354-5596 

Fax: 914-328-0131 
www.lumiram.com 


Lumisphere USA 

PO Box 1645 

9429 Courthouse Road 
Spotsylvania, VA 22553 

Tel: 540-582-7897 

Fax: 540-582-5233 
lumisphere@the-forest.com 
www.the-forest.com/lumisphere 


Lumitech Inc 

1778 Neptune Drive 

San Leandro, CA 94577 

Tel: 510-732-2956 

Fax: 510-732-2953 
commsales£lumitechinc.com 
www.lumitechinc.com 


Lumux Lighting Inc 
st 46th Street 
les, CA 90058-1930 


catalogue@lumux.net 
www. lumux.net 


Luraline Products Co. 
2388 NW 150th Street 
Opa Locka, FL 33054 
Tel; 800-940-6588 
Fax: 305-685-6500 
www. luraline.com 


Lutron Electronics Co. Inc 

7200 Suter Road 

Coopersburg, РА 18036-1299 
Tel: 800-523-9466, 610-282-3800 
Fax: 610-282-3090 
news@lutron.com 

www. lutron.com 


LuxArt 

763 Des Merles 
Longueuil, QC J4G 2K8 
Canada 

Tel: 800-567-0771 
Fax: 514-990-0122 
microlux@luxart.com 
www luxart.com 


514-990-0771 


press Creek Road #206 


LuxLuce 

3605 - 13th Avenue 
Brooklyn, NY 11218 
Tel: 718-436-9716 
Fax: 718-436-9678 


Luxo Corporation 

36 Midland Ave., PO Box 951 

Port Chester, NY 10573 

Tel: 800-222-5896, 914-937-4433 
Fax: 800-648-2978 
office&luxous.com 
www.luxo.com 

Manufacturer of direct and 
indirect decorative lighting fix- 
tures and symmetric and 


asymmetric task lights for 
office, commercial and health- 
care applications. 


Luxon Lighting 

78 Glenayr Road 

Richmond Hill, ON LAB 2V5 
Canada 

l'el: 905-780-1093 

Fax: 905-780-0526 
sales&luxon.com 
www.luxon.com 


Luz Lampcraft 

17 Little West 12th Street #309 
New York, NY 10014 

Tel: 212-255-1909 

Fax: 212-627-2875 


INS Inc 
2555 Nicholson Street 
San Lenadro, CA 9457 
Tel; 800-982-4587 

x: 510-352-6707 


Lyn Hovey Studio 

21 Drydock Avenue 
Boston, MA 02210 

Tel: 617-261-9897 

Fax: 617-261-9871 
LynHovey@aol.com 
www.lynhoveystudio,com 


M 


M C Lights & Manufacturing Ltd 
760 Bayview Drive 

Barrie, ON LAN 946 

Canada 

Tel: 877-MCLIGHT, 705-739-7886 
Fax: 705-739-1067 
mcl&mclights.com 
www.mclights.com 


M.E. Dupont Lighting 
200 Lexington Avenue 
New York, NY 10016 
Tel: 212-679-3106 
Fax: 212-679-3217 


Mac The Antique Plumber 
6325 Elvas Avenue 
Sacramento, CA 95819 
Tel: 800-916-2284 

Fax: 916-454-4150 


MacPhail's Studio 
1417 N. Kickapoo, Suite 4 
Lincoln, IL 62656 


Tel: 217-732-7538 


Magic Lite Ltd 
2526 Speers Road, «4-9 
ville, ON L6L 
Canada 

Tel: 905-825-9592 
Fax: 905-825-8334 
lights@magiclite.com 
www.magiclite.com 


Magnaray Internationa 
PO Box 
Bradenton, FI 
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M Magnelek 


Trusted Brand Names 
..Brand New Technology 


MagneTek Lighting Product Avenuc 


lle, T 214-40 F 20458-4 
300-BALLAST ( ( 1 
615-316-5146 ҳу Д 
Manning Lighting is celebrat 
ing its 50th year as a manufac. 
turer of high-quality decora 
tive lighting for commercial, 
institutional and religious 


Fax 


mannin, Or 


ballast@ma 


vww.magnetek.com/ballast 


buildings. Choose from a com 
plete line of pendants, 
sconces and surface-mount 

n designs or create your own— 
we welcome custom projects. 
Church lighting specialists! 


marcoltg@eudoramail.com 


Mar 


Roanoke 


Menands, NY 


Tel 


Napa Valley 


Specialty Wiring 
Ce 


Industries Inc 
Box 3190 

VA 24015 
540-342-1111 
540-345-4813 


800-984-5 


Hollywood #1701 
Metal Halide Imaging Projector 


Tremendous HID power in a remarkably compact 


ıl for theme parl 


imaging projector. k hopping 


mall, landscape, and y architectural lighting 


Project imag 
templates. Creat 


»utdoor 


changing the templat 


or indoor use. R d corrosion re ant aluminu: 
construction with sturdy mounting yoke f ure 
Available in three 

standard finishes-Satin Aluminum Anodized, Black 


\nodized. (805) 496-2003 


vertical and horizontal aiming 


Anodized, and Bronze 


Circle No. 22 on product service card 
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Jevices Martin Professional 
porate In 
015 Greene Street 
South Fl. Ind. Park 
7-226-8600 FL 33022-22 
nartin@martinpro.con 
www, martinpro.cor 
Material Plan 
PO Box 
2504 Ros Ave 
Malin, О 2 
I i 0 
m 
Matrix 
776 South Green Street 
38801 
Fax: 662-680-661 
Мах America Inc 
60E Commerce Way 
86-6591 Totowa, NJ 07512 
Tel: 800-555-5629, 973 
m Fax: 973-256-9444 
r fo@maxlite.con 


2000 


Winner 


Landscape Lighting 


Lumiére 


esign & Manufacturing Inc. 


=< 
COOPER Lighting 


MBT Lighting & Sound 

PO Box 30819 

Charleston, SC 29417 

Tel: 843-763-9083 

Fax: 843-763-0096 
www.mbtinternational.com 


McFadden Lighting Со, Inc 

2601 Ohio Avenue 

St. Louis, MO 63118 

Vel; 800-325-9532, 314-773-1340 
Fax: 314-773-5741 


McGraw-Edison/ Brand of Cooper 
Lighting 

400 Busse Road 

Elk Grove Village, 11. 60007 

Tel: 770-486-4800 

Fax: 770-486-4801 
talktous@cooperlighting.com 
www.cooperlighting com 


MeGuire 

1201 Bryant Street 

San Francisco, CA 94103 
Tel: 415-626-1414 

Fax: 415-864-8593 
www.mcguirefurniture.com 


McMahan Research Laboratories 
Inc 

2160 Park Avenue 

Winter Park, FL 32789-2397 

Tel: 407-645-1000 

Fax: 407-644-9000 
info@mrl.com 

www.mrl.com 


McPhilben 

776 South Green Street 
Tupelo, MS 38801 

Tel; 800-234-1890 

Fax: 662-680-6619 
www thomasc-i.com 


McPhilben Outdoor Lighting 
2661 Alvarado Street 

San Leandro, CA 94577 

Tel: 800-227-0758, 510-357-6900 
Fax: 510-357-3088 
www.thomasc-i.com 


Meadows Associates 

PO Box 428, 205 West Main 
Elbridge, NY 13060 

Tel: 315-689-5365 

Fax: 315-689-1873 
meadowstébaldcom.net 


hemical Co 
75th Street 
Chicago. IL 60649 
Tel 1-8242 
Fax: 773-221-3047 


MetaLite Corp 

1815 Troy Street 

New Albany, IN 47150-5713 
Tel: 812-944-6600 

Fax: 812-944-8474 


Metalloxyd Inc./Metal Services 
Intl Inc 

2920 Northeast Parkway 
Atlanta, GA 30360 

Tel: 770. 
Fax: 770-449-3677 


MetalOptics Inc. 

2011 W. Rundberg Lane 

Austin, TX 78758 

Tel: 800-822-4188, 512-832-0025 
Fax: 512-832-1469 
michp@holophane-austin 


Metalumen Mfg. 

570 Southgate Drive 
PO Box 1779 

Guelph, ON NIH6Z9 
Canada 

Vel: 800-621-6785 

Fax: 519-822-4589 
sales@metalumen.com 


www. metalumen.com 


Meteor Light & Sound Co. Inc 
PO Box 578, 8000 Madison Pike 
Madison, AL 35758 

Tel: 256-461-8000 

Fax: 256-461-7708 
meteorsales@compuserve.com 


WWW.meteor-usa.com 


MetroLux Lighting 

11500 Melros Avenue 

Franklin Park, IL 60131 

Tel; 800-536-3194, 847-451-3258 
Fax: 847-451-7516 
ekramer@qlty,com 
www.metrolux.com 


Metropolis Metal Spinning & 
Stamping Co.., Inc 

1551 Furman Avenue 
Bronx, NY 10470 
Tel: 800-423-0505 
Fax: 718-655-6859 
www.metropolisind.com 


718- 


Metropolitan Lighting/Camer 
Glass Lighting Corp. 

200 Lexington Ave. 

Showroom 512 

New York, NY 10016 

Tel: 800-233-4500, 212-545-0032 
Fax: 212-545-0031 


Meyda Tiffany 

55 Oriskany Blvd 

Yorkville, NY 13495 

Tel; 800-222-4009, 315-768-3711 
Fax: 315-768-1428 
salesteam@meyda.com 
www.meydi.com 


The Mica Lamp Company 

517 State Street 

Glendale, CA 91203 

Tel: 800-905-2677, 818-241-7227 
Fax: 818-241-5439 
sales@micalamps.com 


Mica Lighting Company Inc 

717 S. State College Blvd., Suite L 
Fullerton, CA 92831 

Tel: 877-761-7777, 714-738-8448 
Fax: 714-738-7748 
micalighting&earthlink.net 
www.micalighting.com 


Michael M. Codren Co. 

PO Box 668, 100 Race Street 
North East, MD 21901 

Tel: 410-287-2082 


LIGHTING 


Michaels’ Lighting 

PO Box 192, #2 Kansas Street 
Winona, MN 55987 

Tel: 507-454-5560 

Fax: 507-452-1212 
info@michaelslighting.com 
www.michaelslighting.com 


Micheline Lamp Shade Studio 
55 Brydon Drive 

Rexdale, ON M9W 4N3 
Canada 

"Tel: 800-668. 
Fax: 416-7. 


92, 416-747-9400 
-6068 


MicroLite Corporation 
1150 Powis Road 

West Chicago, IL 60185 
Tel: 630-876-0500. 

Fax: 630-876-0580 
sales&microlite.net 
www.microlite net 


Microlites Scientific 
2370-A8 Midland Avenue 
Scarborough, ON MIS 5C6 
Canada 

Tel: 416-299-5301 

Fax: 416-299-1309 
microlit@visionol.net 


Millerbernd Mfg. Co 

PO Box 98 

Winsted, MN 55395 

Tel: 320-485-2111 

Fax: 320-485-4420 
millmkt&hutchtel.net 
www.thelightingcenter.com/miller 
bernd.htm 

Steel Lighting Poles: manufac- 
turer of multi-sided, round, 
square or fluted lighting stan- 
dards for decorative, area 
lighting, floodlighting, road- 
way lighting, high-mast light- 
ing and traffic control applica- 
tions. Available in factory fin- 
ish paint coat, prime coat, 
weathering steel or galvanized 
finishes. 


Mills Architectural Lighting 
95 Ashley Street 

Hamilton, ON 181. 5T2 
Canada 
Tel; 800- 


268-1526, 905-523-5123 


results@millslighting.com 
www.millslighting.com 


Minka Group 

1151 West Bradford Court 
Corona, CA 91720 

Tel: 800-307-326 
Fax: 909-735- 
www.minkagroup.net 


909-735-9220, 


Minolta Corporation 

101 Williams Drive 
Ramsey, NJ 07446 

Tel: 201-529-6060 

Fax: 201-529-6070 
lightmeters@minolta.com 
www.minoltausa.com 


Mitor Lighting 

PO Box 3084 

418 South 2nd Street 

Mankato, MN 56001 

Tel: 743-9148, 507-387-1599 
: 507-387-7491 
gkleingmitor.com 
www.mitor.com 


Mitrani & Co. 

6 State Road, Suite 118 
Mechanicsburg, РА 17055-7934 
Tel: 800-648-7264 

Fax: 717-766-7017 
mitranico&aol.com 


Mitronix Inc 

72 Joyce Road 
Tenafly, NJ 07670 
Tel: 201-894-0532 
Fax: 201-894-5530 
info mitronix.com 


Mitsubishi International 
520 Madison Avenue 
New York, NY 10022 
Tel: 212-605-2392 

Fax: 212-605-1030 
ken_eben@micusa.com 
www.micusa,com 


The Modern Fan Company 

701 Mistletoe 

Ashland, OR 97520 

Tel: 888-588-3267, 541-482-8545 
Fax: 541-482-8418 

web5026c( modernfan.com 
www.modernfan.com 


Modular International Inc. 
3941 California Ave. 
Pittsburgh, PA 15212 

Tel: 412-734-9000 

Fax: 412 5210 


Modular Wiring Systems 
PO Box 1207 

Americus, GA 31790 

1: 912-924-8000 

Fax: 912-924-5507 


Modulightor Inc. 

246 E. 58th Street 

New York, NY 10022 
Tel: 212-371-0336 

Fax: 212-371-0335 
sales@modulightor.com 
www.modulighter.com 


Moffatt Products Inc 

222 Cessna Street 
Watertown, SD 57201-5613 
Tel: 800-346-0761 

Fax; 605-886-5756 


Moldcast Lig 
1251 Doolittle Drive 

San Leandro, CA 94577 
Tel: 888-PRS-4~- 
I 510-577-5( 


ppohl&pacbell.net 


510-562-3500 


Mole-Richardson Co. 

937 N. Sycamore Ave 
Hollywood, CA 90038-2384 
Tel: 323-851-0111 

Fax: 323-851-5593 
info&mole.com 
www.mole.com 


Monarch Lighting Company 
24972 Paseo Equestre 

Lake Forest, CA 92630 

Tel 
Fax: 949-855-6783 
sales@monarchlighting.com 
www, monarchlighting.com 


Monroe Coldren & Son 

723 E. Virginia Avenue 

West Chester, PA 19380-4410 
Tel: 610-692-5651 

Fax; 610-918-1722 


Moore Lambert Lighting Inc 

7 Crest Road, PO Box 550 
Edgefield, SC 29824 

Tel: 800-334-3324, 803-637-3700 
Fax: 803-637-6220, 803-637-6220 


Moritex USA Inc 

6440 Lusk Blvd., Suite D-105 
San Diego, CA 92121 

Tel: 800-548-7039, 858-453-7905 
Fax; 858-453-7907 
sales@moritexusa.com 

www ,moritexusa.com 


Morlite Inc 

1805 Pittsburgh Avenue 

Erie, РА 16502 

Tel: 800-865-5954, 814-774-9631 
Fax: 814-774-2345, 814-453-2002 


Morpheus Lights Inc 

2930 Corvin Drive 

Santa Clara, CA 95051 

Tel: 800-435-5318, 408-523- 
Fax: 408-523-5731 


info@morpheuslights.com 
www, morpheuslights,com 


Morrison Lighting 
5498 Nave Drive 

Novato, CA 94949 
Tel: 41 83-2302 
Fax; 415-883-2315 
Morrlite&aol.com 


Mountain Electric Corp. 
Golden Stand Electric Corp. 
1803 Osage Court 
Arlington, TX 76018 

Tel: 817-557-8228 

Fax: 817-468-9492 


MQ Power Corp. 
18910 Wilmington Ave 
Carson, CA 90749 

Tel: 800-421-1244 

Fax: 310-632-2656 
www.multiquip.com 


Mule Lighting Inc 

325 Valley Street 

Providence, RI 02908 

Tel: 800-556-7690, 401-521-6853 
Fax: 401-521-6856 
robcross@lightworld.com 


Murano Due 

3607 13th Avenue 
Brooklyn, NY 11218 
Tel: 718-436-2002 
Fax: 718-436-1720 


Murray Feiss 

125 Rose Feiss Blvd. 
Bronx, NY 10454 
Tel: 800-969-3347 
Fax: 718-402-6084 
mscutaro@feiss.com 


www .feiss.com 


MWS/Brand of Cooper Lighting 
400 Busse Road 

Elk Grove Village, IL 60007 

Tel: 770-486-4800 

Fax: 770-486-4801 
talktous@cooperlighting.com 
www cooperlighting.com 


Myotek Industries Inc 
2280 Grass Valley Hwy 
Auburn, CA 95603 
Tel; 530-88-LIGHT 
Fax: 530-885-4474 


www.myotekindustries.com 


MyTech 
706 Brentwe 
Austin, TX 7 
Tel: 888-MYTECH-C, 512-450- 
1100 

Fax: 512-450-1215 
controls@lightswitch.com 


od Street 


www.lightswitch.com 


N 


National Specialty Lighting Inc 
1753 Boxelder Street 

Colorado Tech Center 
Louisville, CO 80027 

Tel: 800-527-2923, 303-926-1100 
Fax: 800-527-4358, 303-926-0011 
sales@nsl-ltg.com 


www.nsl-ltg.com 


Nature's Design 

3260 Vista Vallata 
Gardnerville, NV 89410 
Tel 266-9535 


Fax: 775-266-9635 


Neidhardt 

2851 Spring Street 
Redwood City, CA 94063 
Tel: 800-978-8828 

Fax: 888-494-8828 
sales@neidhardtine.com 


Lighting Source Directory 
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Nelson Wright Gallery 
1884 Sheridan Road 
Highland Park, IL 60035 
Tel: 847-926-0026 

Fax: 847-926-0369 


Nemco Architectural Lighting 
207 S. Horton 

Seattle, WA 98134-1929 

Tel: 206-622-1551 


Fax 


Neo-Ray Lighting Inc 

537 Johnson Ave. 

Brooklyn, NY 11237 

Vel: 800-221-0946, 718-456-7400 
Fax; 718-456-5492 
info@neoray.com 
www.neoray.com 


Neon Design Inc 

3722 N. Ashland Avenue 
», IL 60613 
73-880-5020 
773-880-5107 


Chic 
Tel 
Fax 


neondesign@2cc.com 
www.neondesign.com 


Nessen Lighting Inc 

PO Box 187, 420 Railroad Way 
Mamoroneck, NY 10543-1087 
Tel: 914-698-7799 

Fax: 914-698-5577 
www.nessenlighting.com 


WESTERN STYLE FURNISHINGS, LIGHTING, AND ACCESSORIES 


NEW WEST 


A DESIGN WORKSHOP 


WWW.NEWWEST.COM 
2811 BIG HORN AVE. CODY, WY 82414 a 1-800-653-2391 


Circle No. 23 on product service card 


New Brunswick Lamp 
Shade Co. Inc 

7 Terminal Road 

New Brunswick, NJ 08901 
Tel: 732-545-0377 

Fax; 732-545-6993 
sales@nbls,com 
www.nbls.com 


New Metal Crafts Inc. 

812 North Wells Street 
Chicago, IL 60610 

Tel: 800-621-3907, 312-787-6991 
Fax: 312 -8692 


New West Furniture 
2811 Big Horn Avenue 
Cody, WY 82414 

Tel: 307: 2839 

Fax; 307: 409 
newwest@trib.com 


www. newwesl.com 
See our ad on page 45. 


Newmark International Inc 

Two Perimeter Park S., Suite 475 
West 

Birmingham, AL 35243 

Tel: 800-533-5103, 205-968-7200 
Fax; 205-968-7201 
cevans@nemark.com 

www. newmark,com 


Newstamp Lighting Co 

PO Box 189, 227 Bay Road 
North Easton, MA 023560189 
Tel: 508-248-7071 

Fax: 508-230-8312 
info@newstamplighting.com 
www.newstamplighting.com 


Newton Industries Ltd. 
#214 - 9780 - 197B Street 
Langley, BC VIM 3G3 
nada 

lel: 604-882-4780 

Fax: 604-882-4769 


Nicor 

702 Carmony NE 
Albuquerque. NM 87107 
Tel; 800-821-6283 

Fax: 800-892-8393 
sales@nicorlighting.com 
www. nicorlighting.com 


Niermann Weeks 
232 E. 59th Street 
The Fine Arts Bldg. 
New York, NY 10022 
Tel: 212-319-7979 


Fax: 212-319-6116 


Night-Hawk Lighting Products 
Inc 

12927 SW 133 Court 

Miami, FL 33186. 

Tel: 800-230-9577, 305-256-6900 
Fax; 305-256-0299 
mjhhawké&bellsouth.net 
www.nighthawklighting.com 


ghtscaping By Loran Inc 
5 E. Colton Avenue 
Redlands, CA 92374-3934 
Tel: 909-794-2121 

Fax: 909-794-7292 
wlocklin@nightscaping.com 
www. nightscaping.com 


Niland Company 
320 N. Clark Drive 
El Paso, TX 79905 
Tel: 800-648-9013 
Fax: 88 9-3065 
info@nilandco.com 
www.nilandco.com 


NitenDay Industries 
10570 Olympic Drive 
Dallas, TX 7 
Tel: 214-358-3511 
Fax: 214-358-3515 
wal@nitenday.com 
www.nitenday.com 


Nocom Inc 

105 Willowlea Road 
Carp, КОА 110 
Canada 

Tel: 613-831-8102 
Fax: 613-831-8103 
sales@nocom,ca 


Nora Lighting 

5400 W, Jefferson Blvd. 

Los Angeles, CA 90016-3716 
Tel: 800-686-6672 

Fax: 800-500-9955 
nora&noralighting.com 
www.NoraLighting.com 


North Bay Collections 
9631 De Soto Avenue 
Chatsworth, CA 91311 
Tel: 818-885-5010 
Fax: 818-885-5013 


Northeast Lantern Ltd 
16 Kingston Road #11 
Exeter, NH 03833-4300 
Tel: 603-778-2468 
Fax: 603-778-8111 


Northern Lights 
Manufacturing Inc 

243 Lake Willow Road SI 
Calgary, AB T2] 3T9 
Canada 

Tel: 403-278-4597 

Fax: 403-278-1588 
inquiries@northernlights.net 
www.northernlights.net 


Northport Engineering Inc 
953 S. Concord, PO Box 77 
South St Paul, MN 55075 
Tel: 651-457-801 
Fax: 651-457-5603 
northport@compuserve.com 


Norton Industries Inc. 
1366 West 117th Street 
Lakewood, OH 44107 
Tel: 216-228-6650 
Fax: 800-462-665 


216-228-9065 


Norwell Manufacturing Co, Inc 
PO Box 559, 82 Stevens Street 
East Taunton, MA 02718 
800-822-2831, 50 
Fax: 508-823-9431 
NorwellZTMLP.com 


Ў Pure-white, stone-cold 
fiber optic hghting systems 


NoUVIR Research 

U.S. Highway 13 & Loop 532 
RR 4, Box 74 
Seaford, DE 19973 

Tel: 302-628-9933 

Fax: 302-628-9932 

Pure-white, stone-cold museum 
lighting. No UV, no IR=NoUVIR. 
High-performance projectors, 
miniature aimable, zoom flood- 
lights, spotlights, pinspots, eye- 
balls, pendants, “headless” 
(internal fixture) tracks, wall 
washers, bannisters, single- 
fiber switching relays. Vintage 
candelabra, kerosene lamps, 
gaslights. Breakthrough tech- 
nology (16 patents) provides 
unmatched performance. 120- 
page catalog and design manu- 
al. Free design assistance. 

See our ad on page 47. 


Nova Industries Inc 
999 Montague Ave 


Nova Pole International Inc 
#230 - 195 West 2nd Avenue 
Vancouver, BC V5Y 188 
Canada 
Tel: 604-8 
Fax: 604- 
novapole&dowco.com 
www.novapole.com 


Novar Controls Corp. 
333 Copley Road 
Copley, OH 44321 
Tel: 330-670-1010 
Fax: 330-670-1029 


Novitas Inc. 

5 Green Valley Circle 
Culver City, CA 90230 
Tel: 310-568-9600 

Fax: 310-568-9697 
sales@novitas.com 


www. novitas.com 


Nowell's Inc 

PO Box 295, 490 Gate 5 Road 
Sausalito, CA 94906 

Vel: 415-332-4933 

Fax: 415-332-4936 


NSI Corp. 

PO Box 2210 
Tualatin, OR 97062 
Tel; 503-404-5500 
Fax: 503-404-5600 
dougc&nsicorp.com 
WWW.nsicorp.com 


NTL Lighting Systems 
R2 St. Michael's Road 
Brussels, ON NOG 1H0 


Canada 
Tel: 519-887-9407 
Fax: 519-887-9944 


nil&tropicserve.com 
www.tropicserve.com/ northern; ntl 


NuArt/Public Access Lighting LLC 
160 North 400 West 

North Salt Lake, UT 84054 

Tel: 801-298-1605 

Fax: 801-298-1790 

www. lighting-fixtures,com 


Nutech Lighting Corp. 
5724 2nd Avenue 
Brooklyn, NY 11220 
Tel: 718-492-7854 
Fax: 718-492-0404 


Nyck Inc 

228 West 30th Street 
New York, NY 10001 
Tel: 212-967-9119 

ix: 212-967-9009 
sales@nyck_inc@msn 
www.nyck.com 


О 


O'Ryan Industries 

PO Box 8978 

Vancouver, WA 98086-8978 

Tel: 800-426-4311, 360-892-0447 
Fax: 360-892-6742 
bernie&oryanindustries.com 


Ocean Optics Inc 
380 Main Street 
Dunedin, FL 34698-5314 


l: 727-7 


Tel 
Fax: 727-733-3962 

Info@OceanOptics. com 
www ,OceanOplics.com 


The Old House Parts Co 

24 Blue Wave Mall 

Kennebunk, ME 04043 

Tel: 207-985-1999 

Fax: 207-985-1911 
restoration@oldhouseparts.com 
www.oldhouseparts.com 


One Guy Light Company 

i45 Cherry Creek Road 
Thompson Falls, MT 59873 

Tel: 877-864-9584, 406-827-0347 
119347 montana.com 
www.nwmontana.com/lighting.htm 


Optex 

1845 W, 205th Street 
Torrance, CA 90501 
Tel: 800-96-OPTEX, 310-533-1500 


Fax: 310-533-5910 


service&opl 


xamerica.com 


www.optexamerica.com 


Optiance/ Brand of Cooper 
Lighting 

100 Busse Road 

Elk Grove Village, IL 60007 
Vel: 770-486-4800 

Fax: 770-486-4801 


talktous@coc 


www.coop у. сот 


Optie-Light Inc 


1735 Kent Avenue 
Niagara Falls, ON L2H 1J3 
Canada 

Tel: 905-357-3866 


Fax: 905-357-6014 
optic@opticlight.com 
www.opticlight.com 


Optikinetics Limited - The 
Americas 

10387 Dow-Gil Road 
Ashland, VA 23005 

Tel: 800-575-6784 


Fax: 800-67 


optius&optik com 


www.optikinetics.com 


erlighting.com 


The Optikon Corp. Ltd 


1099 Guelph Stre 
Kitchener, ON N2B 2E4 
Canada 
Tel: 519. 


Fax: 519-745-6922 


15-2115 


sales&optikon.ca 


www.optikon.ca 


Optilight Inc 
5423 US 70 Business Hwy 


Clayton, NC 
Tel: 800-967-9979 
Fax: 919-359-1621 
optilt&bellsouth.net 


www.optilight.com/o 
www.optiligh морі 


Optosource Inc 


4093-A Oceanside I 


Oceanside, CA 92056 
Tel: 760: 


Fax: 760-758-8081 


250 


Optronic Laboratories Inc 
4632 - 36th Street 
Orlando, FL 32811 

Tel: 800-899-3171 

Pax: 407-648-5412 
info&olinet.com 
www.olinet.com 


Optronics Inc 

350 North Whee 
Fort Gibson, OK 
Tel: 918-683-9514 


r Street 


74434 


Fax: 918-683-9517 
sales&optronicsinc.com 


www.optronicsinc.com 


Opulent Objects/ Aesthetic 
Delights from the Age of 
Innocence 

935 - 2nd Avenue West 
Owen Sound, ON N4K4M8 
Canada 
Tel: 519-371-1777 


Orbit North America Ltd 
69 Yorkville Ave. Suite 206 
Toronto, ON M5R 1B8 
Canada 

Tel: 416-925-1490 

Fax: 416-925-1523 


&orbitlight.com 


www.orbitlight.com 


Orgatec h Om egalux 

3540 Valhalla Drive 

Burbank, CA 91505 

Tel: 818-841-7896 

Fax: 818-841-8910 
info&orgatechomegalux.com 
www.orgatechomegalux.com 
The Original Cast Light Inc 
6120 Delmar Blvd 

St. Louis, MO 63112-1204 

Tel: 314-863-1895 


Fax: 314-863-3278 
tluxàtheOCL.com 
www.theOCL.com 
See our ad on page 49. 


Lighting Source Directory 


Osram Sylvania 
100 Endicott Street 

Danvers, MA 01923 

Tel: 978-777-1900, 800-544-4828 
Fax: 978-750-2152 


www.sylvania.com 


P 


P & H Company Inc./Flex-A-Lite 
1440 N. Federal Highway 
Delray Beach, FL 33483 


Tel: 800-468-8673, 561-330-8660 


Fax: 561-330-8665 
sales&flexaliteinc.com 
www flexaliteinc.com 


P&K Pole Products, Inc 
84 Foundry Street 
Newark, NJ 07105 
Tel: 973-589-1500 


Fax; 973-589-8970) 
pkpole@earthlink пег 
www.pkpole.com 


Pacific Lighting & Electrical 
McWong Intl, Inc 

3680 Industrial Blvd., Suite 100 
West Sacramento, CA 95691 

Tel: 916-371-8080 

Fax: 916-371-6666 


mewong@cwnet.com 


Pure-white, stone-cold fiber optic light 


No UV, No IR... NoUVIR 


No UltraViolet. No Infrared or heat. 
Unmatched quality. Perfect beams. 

16 U.S. Patents for superior performance. 
Use floods, spots, pinspots, eyeballs, 

3 "headless" tracks, wall washer track, 
lighting bannisters, fiber optic candles, 
gaslights, oil lamps, interactive exhibits, etc. 


Exclusively for museums, exhib 


Historic homes and fine restorations. 


Circle No. 24 on product service card 


NoUVIR RESEARCH 


ring 
light the paintings. 


PH (302) 628-9933 
FAX (302) 628-9932 


HWY 13/RR4 BOX 748 
SEAFORD, DE 19973 


Pacific Science & Technology, Inc 
64 NW Franklin Avenue 

Bend, OR 97701 

Tel; 800-388-0770, 541-388-4774 
Fax: 541-385-9335 
DanM@paescitech.com 
www.pacscitech.com 


Packaged Lighting Systems Inc 
PO Box 285 

Walden, NY 12586 

Tel: 800-836-1024 

Fax: 914-778-1286 
info@packagedlighting.com 
www packagedlighting.com 


Palmer Hargrave Lamps 
3441 Galaxy Place 
Oxnard, CA 93030 
Tel: 805-983-6737 
Fax: 805-983-4308 


Pam Morris Exciting Lighting 
1а East Sir Francis Drake Blvd 
Larkspur, CA 94939 

Tel: 415-925-0840 

Fax; 415-925-1305 

Lighting 
Www. pam-morris-designs.com 


xam-morris«designs.com 


Parabolux Inc 

190 Muttart Road 
Neenah, WI 54956 

‘Tel: 920-725-9191 

Fax: 920-725-9891 
timothy&powercom.net 


Paraflex Industries: Inc. 
PO Box 920 

Beacon, NY 12508 
Tel; 914-831-9000. 

Fax: 914-831-9216 
salesinfo&paraflex.com 
www, paraflex,com 


Paragon Electric Co. Inc 
PO Box 28 

Two Rivers, WI 54241 

Tel: 920-793-1161 

Fax: 630-963-0650 
bobr@paragonelectric.com 
www, paragonelectric.com 


Paramount [Industries Inc 

P.O, Box 259 

Croswell, MI 48422 

Tel: 800-521-5405 

Fax: 800-852-7154 
piisales@paramount-lighting com 
Www. paramountlighting.com 


Pathway Lighting Products Inc 
175-5 Elm Street 

Old Saybrook, CT 06475-0591 
Tel: 800-342-0592, 860-388-6881 
Fax: 860-388-5766 
sales@pathwaylighting.com 
www. pathwaylighting.com 


Patterns Co. 

6960 Sedan Avenue 

West Hills, CA 91307 

Tel: 818- 348-7221, 818-999-2648 
Fax: 818-999-2648 
stanzane@aol.com 


Paul Crist Studios 

10140 Romandel Avenue 
Sunta Fe Springs, CA 90670 
Tel: 562-941-8222 


2-041-5999 


Fax: 5 


Paul Renoud Glass Design 


40 Revere Lane 
Chico, CA 95973 
Tel: 530-893-0512 
renoud@eme.net 


Pauluhn Electric 
1616 N. Main 
Pearland, TX 77581 
Tel: 281-485-4311 
Fax: 281- 4398 


PCI Lighting Control Systems Inc 
6 Green Tree Drive 

South Burlington. VT 05403 

Tel: 802-658-6445 

Fax: 802-658-6934 
sales@pcilightingcontrols.com 


www. pcilightingcontrols.com 
Pearce Lighting Mfg 

2225 Yandes Street 

Indianapolis, IN 46205 

Tel: 800-732-722 317-924-5115 
Fax: 317-924-9438 
ADECoaol.com 

www pearcelighting.com 


РЕС Lamp USA Corp. (Phoenix 
Lighting America Corporation) 
PO Box 1216 

35 Madison Street 

Torrance, CA 90505 


www.peclamp.com 


Peerless Lighting 
PO Box 
Berkeley, CA 94702-0556 
Tel: 510-845-2760 

Fax: 510-845. 


info&peerless-lighting.com 
www.peerless-lighting.com 


PEL-LAB Research Ltd. 
PO Box 278 

Val Caron, ON P3N 1N7 
Canada 

Tel: 705-897-4964 

Fax: 705-897-5600 


Pelican Rope Works 
1001 W. Carriage Drive 

Santa Ana, CA 92704 

Tel: 800-624-1116. 714-545-0116 
Fax: 714-545-3311 
sales@pelicanrope.com 

www. pelicanrope.com 


Pemco Lighting Products Inc 
150 Pemco Way 


Tel: 302-892-9003 
Fax: 302-892-9005 
pemcoix.netcom.com 


Penn Fabrication Inc 

ló Passiac Avenue 

Fairfield, NJ 07004 

Tel: 800-491-9488, 973-276-6242 
Fax: 973-276-6246 
'ompuserve.com 
www. penn-fabrication,com 


Pennsylvania Globe Gaslight Со. 
300 Shaw Road 

North Branford, CT 06471 

Tel; 203-48: 49 

Fax: 203-484-7758 
Pennglobe_Michelle@juno.com 
www.pennglobe.com 


Period Lighting Fixtures 

167 River Road 

Clarksburg. MA 01427 

Tel: 800 -6900 or 413-664-7141 
Fax: 413-664-0312 
www.periodlighting.com 


PerkinElmer Inc. 

15 William Street 
Wellesley, MA 02481 
Tel: 781-237-5100 
www.perkinelmer.com 


PerkinElmer Inc./ORC Lighting 
Products 

1300 Optical Drive 

Azusa, CA 91702 

3 626-815-3100 

ax: 626-815-3074 
www.perkinelmer.com 


Permlight Corporation 
422 West 6th Street 
Tustin, CA 9278 
Tel: 877-PERMLIGHT 
Fax: 714-508-0920 
permlight@permlight.com 
www.permlight.com 


Peter-Roberts Antiques 
134 Spring Street 

New York, NY 10012 
Tel: 212-226-4777 


Fax: 212-431-6417 


PFO Lighting Inc. 

11218 NE 66th Street, Bldg. B, 
5uite 4 

Vancouver, WA 08662 

Tel: 800-577-9690 or 360-883-5231 
Fax: 360-883-5220 
pfolight@aone,com 
http://www.aone.com/~pfolight/h 
ome.html 


Philips Lighting Company 

PO Box 6800 

Somerset, М] 08875 

Tel: 800-555-0050, 732-563-3000 
Fax: 732-563-3525 

www lighting. philips.com/nam 


Phoebus Manufacturing 
2800 Third Street 
San Francisco, CA 94107 


bell@phoebus.com 
www.phoebus.com 


Phoenix Day Co. 
1355 Donner Ave. 
San Franesco, CA 94124 
Tel: 415-822-4414 
Fax: 415-822-3987 


Phoenix Products Company Inc. 
6161 N. 64th Street 

Milwaukee, WI 53218 

Tel: 414-431-2300 

Fax: 414-438-0213 
marketing@phoenixproducts.com 
www.phoenixproducts.com 


Photon Technologies Inc 
PO Box 790 

Severna Park, MD 21146 
Tel: 410-544-0911 

Fax: 410-544-4075 
phototek@aol.com 

www. photontek.com 


Pinciotti Design 

236 West 26th Street #403 
New York, NY 10001 

Tel: 212-206-0626 

: 212-620-9778 
pinneon@aol.com 


Pinpoint Fiberoptics Ltd. 
PO Box 7085 

Beverly Hills, CA 90212 
Tel: 310-276-3437 

F 310-276-3475 


Pioneer Lighting 

300 Dwight Avenue 
Toronto, ON M8V 2W7 
Canada 


Plaskolite Inc. 

PO Box 1497 

Columbus, ОН 43216 

Tel: 800-848-9124, 614-294-3 
Fax: 614-297-7287 
plaskolite@aol.com 
www.plaskolite.com 


PLC Lighting 

14937 Calvert Avenue 

Van Nuys, CA 91401 

1 B18-787-6282 
818-787-8316 
plclighting&plclighting.com 
www.plclighting.com 


PLC Multipoint Inc. 
3101 - 111th Street SW, Suite F 
Everett, WA 98204-3590 


425-353-3353 
sales&plcmultipoint.com 
www.plemultipoint.com 


PMC Lighting Inc, 

1365 Wiley Road, Suite 145 
Schaumburg, IL 60173 

Tel: 847-519-0208 

Fax: 847-519-0249 


Lighting Source Directory 


818-881-449( 


MyronKahn@aol.com 


Pop Light 
s Hwy. Cutoff 


Pairfield, CT 06430 


242 Kin, 


Tel: 800-277-7454, 203 


polarizedlighting.con 


435-5666 


poplight@aol.com 

www. рор, n 

Portfolio/Brand of Coope 

Li 

100. Busse Roac 

Elk Grove Village, IL 60007 

Tel: 770-486-4800 
770-486-4801 

cooperlighting.com 


www.cooperlighting.com 
Poulsen Lighting Inc 
3260 Meridian Parkway 


Ft. Lauderdale, FL 33. 


Tel: 954-349-252 

і )54-349-2 
vww.loui ilsen.coi 
Powco Steel Produc 1 
100 Ellis Drive 

3arrie, ON L4M бї 


Canada 


Tel; 800-645-1664, 70 


Fax: 800-467-1449, 705 
Powerlit 
1800 Hymus Blvd 
val, QUE HOP 2N¢ 
Fa 2 
кейн 
2 Camino Vida Roble 


Carlsbad, CA 92009 


Tel: 760-438-8286 


Fax: 760-929-9 
klpowerlux@aol.com 


www.powerlux.com 


Precision Architectural Li 

Inc 

1830 Timber Cre Drive 
1. ТХ 77017 
)46-4441 
ol.cor 

Precisior ig In 


PO Box 
Gaithersburg, 
Tel: 301-670-7845 
Fax: 301-948-2879 
flexi@flexiwatt.con 


www flexiwatt.com 


MI) 20898-85 


21-1090 


Suite 


precision@precisic 
I Т 


trols.com 


УУУУ. 


'recisionr 


Prec 


38 


ision Outdoor Lighting 


2 Shipping Аус 
Miami, FL 33146 
Tel: 305-444-9671 


305-445-1948 


wskv&sprynet 


marketingé&prescolite 


www.prescolite.con 


See our ad on pages 2 & 3. 


Prima Lighting Сог 


24932 Kearny, Unit #5 
Valer CA 913 
ü ИП 1 

Primelite Mfg. € 
107 S. Main Stree 

eport 11 
Tel: 800-327-758 16-868 
+411 
Fax: 516-868-4606 
Pro-Tape Specialties I 


100 Northfield Avenue 


)241 W 
Lakewooc 
Tel: 303-986 


zinia Place 


CO 80226 
5999 


303-986-8572 


yXspiflyéo?worldnet att. net 


ns LIA 


Profile Syste 


w.profile-systems.cor 


Progress Lighting 
PO 
Spartanburg, SC 


5704 
29304 
Fel: 864-599-6000 
864-599-6151 


progress@progre 


PO B 


1869 Shawnigan Lake 


Shawr 


2000 


PSI West 
lux 325 S. 7th Av 
x 40 City of Industry, CA 91746 


Road Tel: 626-968-9669 


igan Lake, BC VOR 2W0 Fax: 626-330-1390 


Canada 


Tel: 800-519-1222, 250-743-1222 PV-DesignPro 
Fax: 250-743-1221 PO Box 1043 
www.mgvinc.com. promolux Kihei 53 
Ist S 
A 90058 T indy/PV 
Fax: 213 838 
sales@prulite.con 


Gemini 
Pendants 
and 
Sconces 


THE ORIGINAL CAST "———— 


LIGHTING 


6120 DELMAR BLVD * ST. LOUIS, MO 63112 
314.863.1895 . FAX 314.863.3278 
www.theOCL.com 


Circle No. 25 on product service card 


Q 


Q-Tran, Inc 

114-B Washington Street 
South Norwalk, CT 06854 
Tel: 203-866-8111 

Fi 203-866-8823 
qtran2000@a0l.com 


Qualite Sports Lighting Inc 
250 Industrial Drive 
Hillsdale, MI 49242 

Tel; 517-439-1581 

Fax; 517-439-1194 
www.quilite.com 


Quality Lighting 

PO Box 1389 

Franklin Park, IL 60131-8389 
Tel: 847-451-0040. 

Fax: 847-451-6768 
quality@mes,com 

www .qualitylighting.com 


Quantum Instruments Inc 
1075 Stewart Avenue 
Garden City, NY 11530 
Tel: 516-222-0611 

Fax: 516-222-0569 
QuantRepqtm.com 
www.qim.com 


Quest Controls Ine 

208 - 9th Street Drive West 
Palmetto, FL 34221 

Tel: 941-729-4799 

Fax: 941-729-5480 
questmail&questcontrols.com 
www.questcontrols.com 


Quoizel Inc 

590 Old Willets Path 
Hauppauge, NY 11788 
Tel: 516-273-2700 

Fax; 516-231-7102 
tonip@quoizel.com 
www, quoizelonline,com 


R 


RAB Electric Mfg, Co. Inc 
170 Ludlow Avenue 

Northvale, NJ 07647 

Tel: 888 1000, 201-784-8600 
Fax: 201-7: 
sales@rabweb.com 
www. rabweb.com 


Raco 

3902 W. Sample Stree 

PO Box 4002 

South Bend, IN 46634-1002 

Tel: 800-722-6437, 219-234-7151 
Fax; 800-722-6462, 219-232-7067 
racoinfo&iracoinc.com 

www. hubbell-raco.com 


Radiant Lamp Co. 

200 Franklin Square Drive 
Somerset. NJ 08875 

Tel: 800-248-6900 

Fax: 800-248-6935 


JLT4445@ussmlt61 .snads.philips.nl 
Radionic Hi-Tech Inc./Radionic 
Industries Inc 

6625 W. Diversey Ave. 


С зо, IL 60707 
Tel: 804-0100 
Fax: 773-804-0180 


sales&RadionicHiTech.com 
www.RadionicHiTech.com 


Rainbow Lighting Inc 

3545 Commercial 
Northbrook, IL 60062 

Tel: 847-480-1136 

Fax: + 80-7315 
general&rainbowlighting.com 
www.rainbowlighting.com 


Rambusch Lighting 

28 West 25th Street, 7th Floor 
New York, NY 10010-7989 
Tel: 12-675-0400 

Fax: 212-620-4687 
info&rambusch.com 
www.rambusch.com 


Ranger Lighting/A Taylor Group 
Co. 

22792 Centre Drive, Suite 200 
Lake Forest, CA 92630 

Tel: 949-707-5604 

Fax: 949-707-5008 
RangerLite@aol.com 


Raylux, Inc 

PO Box 619 

Nanuet, NY 10954-0019 
Tel: 914-623-3471 

Fax: 914-623-1861 
raylux@juno.com 


Re-Energy Inc 

One Sutter Street, Suite 910 
San Francisco, CA 94104 
Tel: 415-951-0900 

Fax: 415-951-0308 
amedak@re-energy.com 
www. re-energy.com 


Rebelle Architectural Lighting 
11475-201A Street 

Maple Ridge, BC V2X 0Y3 
Canada 

Tel: 604-465-5739 

Fax: 604-465-9801 
rebelle@rebellelighting.com 
www. rebellelighting.com 


Red Line Laser Products 
1935 Fernwood Trail Drive 
St. Louis, MO 63031 

Vel: 314-831-3014 

Fax: 314-831-3927 
redline&primary.net 

www. redline-lasers.com 


Reflect-A-Light Inc 

Route 6, Box 800, Hwy. 17 North 
Palatka, FL 32177 

Tel: 800- 629, 904-329-4062 
Fax: 904-328-1580 
CHicks@reflect-a-light.com 
www.reflect-a-light.com 


Regent Lighting Corporation 
2611 La Vista Drive 

Burlington, NC 27215 

Tel: 800-734-3683, 336-226-2411 
Fax: 336-222-5157 
rlecs@regentlighting.com 

www. regentlighting.com 


Reggiani USA Illumination Inc. 
108 South Water Street 
Newburgh, NY 12550 

Tel: 914-565-8500 

x: 914-561-1130 


n Lamp & Fixture Co. 
Nicolai Street 

Portland, OR 97210 

Tel: 888-343-8548, 503-231-1900 

Fax: 800-526-7329, 503-230-0537 

info@rejuvenation.com 

www. rejuvenation.com 


Reliable Bal Inc. 
11660 Western Avenue 
Stanton, CA 90680-3441 
Tel: 714-901-3900 

Fax: 714-901-0026 


Reliance Lamp Company 

2200 Corporate Drive 

Boynton Beach, FL 33426 

Tel: 800-446-2092, 561-740-4990 
Fax: 561-740-4991 
reliancelamp@pop.net 

www .reliancelamp.com 


Remcraft Lighting Products 
12870 NW 45th Avenue 

Miami, FL 33054 

Tel: 800-327-6585, 305-687-9031 
Fax: 305-687-5069 


Remington Lamp Company 
5000 Paschall Avenue 
Philadelphia, PA 19143 
Tel: 215-729-2600 

Fax: 215-729-8077 


Remote Source Lighting 
International Inc. 

32941 Calle Perfecto 

San Juan Capistrano, CA 92675 
Tel: 949-248-0141 

Fax: 949-248-0142 
customerservice@remotesource,com 


Renoma Lighting 

14617 Keswick Street 

Van Nuys 

CA, CA 91405 

Tel: 818-782-2427, 818-782-2428 
Fax: 800-736-6630, 818-782-7498 


Renova 

20 Thurber Blvd. 
Smithfield, RI 02917 
Tel: 800-635-6682 
Fax: 401-232-0360 


Resolute/Manifesto Corp. 
2101 - 9th Avenue 
Seattle, WA 98121 

Tel: 206-343-9323 

Fax: 206-343-9322 
info&resoluteusa.com 


Retrolite Corporation of America 
320 Jacksonville Road 

Hatboro, PA 19040 

Tel: 215-443-9370 

Fax: 215-675-9004 
rlites@aol.com 

www. retrolite.com 


Richard D Scofield Historic 
Lighting 

One West Main Street 
Chester, CT 06412 

Tel: 860-526-1800 

Fax: 860-526-2378 


Richards-Zeta Building 
Intelligence Inc. 

5979 Hollister Avenue 
Santa Barbara, CA 93117 
Tel: 805-683-6883 

Fax: 805-683-6819 
sales@richards-zeta,com 
www. richards-zeta.com 


Rip-Tie Inc. 

PO Box 77394 

San Francisco, CA 94107 

Tel: 800-348-7600, 415-543-0170 
Fax: 415-777-9868 
sales@riptie.com 
www.riptie.com 


RLR Industries Inc. 

575 Discovery Place 
Mableton, GA 30126-4667 
Tel: 770-948-6069 

Fax: 770-948-1380 
slewissu92@sprynet.com 


Robern 

7 Wood Avenue 

Bristol, PA 19007 

Tel: 800-877-2376, 215-826-9800 
Fax: 215-826-9633 
mark@robern.com 
www.robern.com 


Roberts Step-Lite Systems 

8413 Mantle Avenue 

Oklahoma City, OK 73132-4243 
Tel: 800-654-8268, 405-728-4895 
Fax: 405-728-4878 


Robertson Worldwide 

13611 Thornton Road 

Blue Island, IL 60406 

Tel: 800-323-5633, 708-388-2315 
Fax: 708-388-2420 
scontact@robertsonww.com 
www robertsonww.com 


Robinson Iron 
PO Box 1119 
Alexander City, AL 35011-1119 


5-329-8486 


www. rahê -iron.com 


Rockefeller 

820 Rockefeller Ave., Suite D 
Ontario, CA 91761 

Tel: 909-390-8525 

Fax: 909-390-8523 
rockefeller-@prodigy.net 
www.grand-field.com 


Rockscapes Inc 

7924 Deering Avenue 

Canoga Park, CA 91304 

Tel: 800-677-6811, 818-704-5195 
Fax: 818-704-7853 
info&rockscapes.net 
WwNW.rockscapes.net 


Rockwell Laser Industries Inc 
PO Box 43010 

Cincinnati, OH 45243 

Tel: 513-271-1568 

Fax: 513-271-1598 
info&rli.com 

www.rli.com 


Roman Fountains Corporation 
PO Box Drawer 10190, 4804 
Hawkins NE 

Albuquerque, NM 87184-0190 
Tel: 800-794-1801, 505-343-8082 
Fax; 505-343-8086 
info@romanfountains.com 
www.romanfountains.com 


2181 NW Front Avenue 
Portland, OR 97209 

Tel: 800- 
Fax: 503. 
info&rc 
WWNW.rOSCO-et.com 


Roxter Lighting 

10-11 40th Avenue 

Long Island City, NY 11101 
Tel: 718-392-5060 

Fax: 718-392-9811 
WWW.roxter.com 


Roy Electric Co. Inc 
22 Elm Street 


Westfield, NJ 07091 
Tel 800-366-3347, 908-317-4665 


tfieldnj.com/roy 
estfieldnj.com/roy 


Royal Knight Lampshade Co. 
19 East Elizabeth Ave. 
Linden, NJ 07036 
| Tel: 908-486-2995 
| Fax: 908-486-0520 


Royal Lite Mfg. and Supply Corp. 
65 Leliarts Lane 

Elmwood Park, NJ 07407-3201 
Tel; 800-369-LITE, 201-703-0079 
Fax: 201-703-1088 


Rosco/Entertainment Technology 


Royal Metal Products Inc 
West Road 

Surprise, NY 12176 

Tel: 518-966-4442 

Fax: 518-966-5148 


RSA Lighting LLC 
Zanyon Blvd 


Fax: 818-349-3031 
teamrsa@rsalighting.com 
www.rsalighting.com 


Ruud Lighting 

9201 Washington Avenue 
Racine, WI 53406-3772 
Tel: 800-236-7000 

Fax: 800-236-7500 
www.ruudlighting.com 


RVSUNER Northeast Robotics 
15 Twin Bridge Road 

Weare, NH 03281 

Tel 603-529-2385 


www.nerlite.com 


Ryther-Purdy Lumber Co. Inc 
PO Box 622, 174 Elm Street 
Old Saybrook, CT 06475 

Tel: 860-388-4405 

Fax: 860-388-9401 
tpurdy@rytherpurdy.com 
www.rytherpurdy.com 


". Associates Inc. 

Madison Avenue 9th Floor 
New York, NY 10017 

Tel: 212-590-5050 

Fax: 212-590-5060 
sales@key-opra.com 


The Saltbox 
2011 Golden Gate Drive 


Fax: 910-230-0887 


Satco Products Inc. 
110 Heartland Blvd 
Brentwood, NJ 11717 


email@satco.com 


Scangift Ltd. 

321 Tecumseh 

Pointe Claire, QUE H9R 4X8 
nada 

Tel: 541-421-0064 

Fax: 541-683-0522 
scangift@hotmail.com 


Scavo 
1651 B South Andal Road 
Mt Vernon, WA 02886 


нее 
www.scavo.net 


Schonbek Worldwide Lighting 
Inc. 

61 Industrial Blvd. 
Plattsburgh, NY 12901-1908 
Tel: 800-836-1892 

F: 800-443-7358 
sales@schonbek.com 
www.schonbek.com 


Schott - CML Fiberoptics, LLC 
45 Bartlett Street 

Marlborough, MA 01752 

Tel: 800-445-7016, 508-229-8312 
Fax: 508-229-8323 
fiber&cmlfiber.ma.ultranet.com 
www lightguide.com 


Schott Corp. 

3 Odell Plaza 
Yonkers, NY 10701 
Tel: 914-968-1400 
Fax: 914-968-8585 
www.schottglass.com 


Schubert Roselight Advanced 
Lighting Technologies 

555 Neal Drive 

Peterborough, ON K9J 7X7 
Canada 

Tel: 705-741-4600 

Fax: 705-741-9584 
infodesk@schubertlighting.com 
www.schubertlighting.com 


Science Faction Corp 
333 W. 52nd Street 
New York, NY 10019 
Tel 2-586-1911 
Fax: 212-265-9786 
LASERNYC 


aol.com 


Scientific Lighting Products (SLP) 
11800 Adie Road 
Mary! land Heights, MO 63043 


sales@s entific-lighting.com 
www. scientific-lighting.com 


Scott Lamp Co. Inc. / Scott 
Architectural Lighting 

355 Watt Drive 

Fairfield, CA 94585 

Tel: 707-864-2066 

Fax: 707-864-2076 
scottlamp&aol.com 


Sea Gull Lighting 
PO Box 329 
shington Street 


Tel: 800-347-5483 x 358, 856-764- 
0500 

Fax: 800-877-4855, 856-764-0813 
info@seagulllighting.com 
www.seagulllighting.com 


Seascape Lamps & Shades 
PO Box 810 

Freedom, CA 95019 

Tel: 800-444-0233 

Fax: 831-728-0658 
sales@seascapelamps.com 
www.seascapelamps.com 
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Sebco 

2022 S Grand Suite G 
Santa Ana, CA 92705 
Tel: 7 


1060, 3 Lumen Lane 
Highland, NY 12528 

Tel: 800-735-8927, 914-691-7723 
Fax: 914-691-6749 
selux@selux.com 
www.selux.com 


Senercomm Inc. 
3930 RCA Blvd., Suite 3004 
Palm Beach Gardens, FL 33410 


SensorSwitch Inc 


900 Northrop Road 
Wallingford, CT 06492 

: 800-727-7483, 203-265-2842 
203-269-9621 
general&sensorswitchinc.com 
www.sensorswitchinc.com 


Sentry Electric Corp 

185 Buffalo Ave. 
Freeport, NY 11520 
Tel: 516-379-4660 

Fax: 516-378-0624 
info@sentrylighting.com 
www.sentrylighting.com 


SF Designs, LLC 
487 Tamassee Knob Road 
Tamassee, 5C 29686 

iB, 864-944-5755 


customerservic 
www.sf-designs.com 


Shades of Taos 

PO Box 1916 

Taos, NM 87571 

Tel: 800-424-3786, 505-758-3796 
Fax: 505-758-9844 


Shakespeare 
P.O. Box 733 
Newberry, SC 29108 


Tel; 803-276-5504 


www.shakespeare-ce,com 


Shannon Luminous Materials Inc. 
304-A N. Townsend Street 


714-550- 9938 
dickcruce@blacklite.com 
www.blacklite.com/blacklite/inde 
x.html 


Shaper Lighting 

1141 Marina Way South 
Richmond, CA 94804 
Tel: 510-234-2370 

Fax: 510-234-2371 
sales@shaperlighting.com 
www.shaperlighting.com 


Shat-R-Shield Inc 

116 Ryan Patrick Drive 

Salisbur > 28147-5624 

Tel: 800 3-0853, 704-633-2100 
Fax: 704-633-3420 
www.shat-r-shield.com 


Shelburne Lighting & Metal Crafts 
1012 state Rte. 2 

Shelburne, NH 03581-3124 

Tel; 603-466-297 

Fax: 603-466-2055 


Showcase Components Inc 
15122 Vermont Avenue 
Paramount, CA 90723 

Tel: 800-982-5548, 562-630-6440 
Fux: 562-633-1859 


www, showcasecomponents.com 


Siebe Environmental Controls 
PO Box 2940 
Loves Park, IL 6113 
Tel: 815-637-3000 
Fax; 815-637-5368 


Sienna Light & Design 
PO Box 440008 
Kennesaw, GA 30144 
Tel: 770-714-672 
Fax: 770-919-8546 
Siennalight@mindspring.com 
www. sienna-light.com 


Silica Vacuum Products 
113 Leventis Drive 
Columbia, SC 29209 
Tel: 803-783-1165 

Fax: 803-783-0873 


Siltron Emergency Systems 
290 E. Prairie 

Crystal Lake, IL 60014 

Tel: 800-874-3392 

Fax; 815-459-6126 


Simkar Corporation 

700 Ramona Avenue 
Philadelphia, РА 19120-4691 

Tel: 800-523-3602, 215-831-7700 
Fax: 800-533-7265, 215-831-7703 
lighting&simkar.com 
www,simkar.com 


Sinclair С 
105 N, Wabash Avenue 
Hartford City 
Tel: 31 
Fax: 317-770-7399 

amair@netusa | net 

www sinclairglass.com 


Sirmos Inc 

30-00 47th Ave 

Long Island City, NY 11101-3146 
Tel: 718-786-5920 

Fax; 718-482-9402 
kcorona@simos.com 
WWw.sirmos.com 


Skanda 2 Ltd 
1247 Norwood Avenue 
Itasca, IL 60143 


Tel: 800-748-1832, 630-285 
Fax; 630-285-9670 
www.skanda2.com 


SKR Energy Systems Inc 
3904 Airport Road 

Plant City, FL 33567 
Tel: 225.8444, 813-752-8890 
Fax: 3 1-0657 
SKRENSYS@aol.com 


SLI Lighting 

1770 Commerce Park Drive 
El Paso, TX 79912 

Tel: 800-533-7290 

Fax: 800-922-3412 
lightman@sli-lighting.com 
www.powerlighting.com 


SLS Industries Inc. UNIDIM 
7223 Parkway Drive, Suite 103 
Hanover, MD 21076 

Tel: 410-712-4155 

Fax: 410-712-7624 
unidim@aol.com 
www.unidim.com 


Smith Victor Corp. 

301 North Colfax Street 

ffith, IN 46319 

Tel: 800-348-9862, 219-924-6136 
Fax: 219-924-723 
SmithVictor@compuserve.com 
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SNOC Inc. 
17200 Centrale 

St.-Hyacinthe, QC J2T 4J7 
Canada 

Tel: 800-461-7662. 450-774-5238 
Fax: 45 1954 

snoc@ntic.qc 


WWW.snoc.net 


Soft Lighting Systems 

1840 130th Avenue NE, Suite 15 
Bellevue, WA 98005-2228 
Tel: 888-789-SOFT, 425- 
Е 

softlite& whidbey.net 
www.serv.net/soft. 


Solar Electric Power Co. Ltd 
=PCO) 

7984 SW Jack James Drive 

Stuart, FL 34997 

Tel: 561-2. 

Fax: 561- 

sepco@tcol.net 

www.sepco-solarlighting.com 


Solar Outdoor Lighting Inc 
3131 SE Waaler Street 

Stuart, FL 34997 

Tel: 800-959-1329, 561-286-9461 
Fax: 561-286-9616 
info&solarlighting.com 
www.solarlighting.com 


Solatube International Inc 

2210 Oak Ridge Way 

Vista, CA 92083-8341 

Tel: 888-476-5288, 760-597-4400 
Fax: 760-599-5181 
info@solatube.com 


www,solatube.com 


Sonoma Lighting 

21481 8th Street East #3 
Sonoma, CA 95476 

Tel: 707-996-6906 

Fax: 707-996-6926 
www.sonomalighting.com 


Southern Plastics Co. 

2121 Old Dunbar Road 
Columbia, SC 29172 

Tel: 803-796-0600 

Fax: 803-791-9620 
www.southernplastics.com/light- 
ing.htm 


Space Cannon vH. 
Illumination Inc 

7200 - 3609 - 74th Avenue 
Edmonton, AB T6B 2T7 
nada 

Tel: 888-705-1028 

Fax: 780-465-7020 
spacecannonG yahoo.com 
Wwww.spacecannon.com 


Sparkle Plenty Inc. 
130 E. Elm Street 
Roselle, IL 60172 
Tel: 630-894-0220 
Fax: 630-894-0289 


Spaulding Lighting Inc. 
1736 Dreman Avenue 
Cincinnati, OH 45223 
Tel: 513-541-3486 

Fax: 513-541-1454 
spauld@fuse.net 


Special FX Lighting Inc 

PO Box 177, 2260 W. 500 N. 
Hurricane, UT 84737 

Tel: 435-635-0239 
435-635-3929 
ight&infowest.com 

www fxlight.com 


Specialty Lighting Inc. / Div of JJI 
Lighting Group 

PO Box 1680, 639 Washburn 
Switch Road 

Shelby, NC 28151-1680 

Tel: 704-482-3416 

Fax: 704-484-0818 

specialty jiishelby.com 
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Specialty Lighting Industries Inc. 
1306 Doris Avenue 

Ocean, NJ 07712 

Tel: 609-616-1170 

Fax: 609-616-1198 


Spectracom Technologies Corp. 
14700 North Hayden Road 
Scottsdale, AZ 85260 

Tel: 800-WELL-LIT, 480-443-1400 
1 0-443-4703 

info@spe 


ranomics.com 
www.spectranomics.com 


Spectrum Lighting Inc. 
994 Jefferson Street 
Fall River, MA 02721 
Tel: 508-678-2303 

Fax: 508-678-2260 
roeml&aol.com 


SPI Lighting Inc 

PO Box 635, 10400 North 
Enterprise Drive 
Mequon, WI 53092-0635 
Tel: 262-242-1420 

Fax: 262-242-6414 
susan@spilighting.com 


SPJ Lighting Inc 
11260 Wilbur Ave., Suite 301 
Northridge, CA 91326 

Tel: 800-469-3637, 818-363-5168 
Fax: 818-36; 9 
paul&spjlighting.com 
www.spjlighting.com 


Sportlite Inc 

5 V. 51st Avenue #26 
Glendale, AZ 85301 

Tel: 623-930-0074 

Fax: 623-930-0045 
info&sportlite.com 
www.sportlite.com 


Spring City Electrical Mfg. Co. 
PO Box 19 

Spring City, PA 19475 

Tel: 610-94 
Fax: 610-048-55 
sales@springe 
www.springcity.com 


Spring Lighting Company 
2261 S. Atlantic Blvd. 
Commerce, CA 90040 
Tel: 323-780-9875 

Fax: 323-780-9973 


Square D Company 

295 Tech Park Drive, Suite 100 
LaVergne, TN 37086 

Tel: 615-287-3500 

Fax: 615-287-3409 
www.powerlnk.com 


St George's Art Glass Studio 
1659 Irving Street 
Rahway, NJ 07065 
Tel: 732-388-2266 
а 732-388-8336 


St. Louis Antique Lighting Co. 
801 N. Skinker Blvd. 

St, Louis, MO 63130 

el: 314-863-1414 

Fax: 314-863-6702 
slalco&primary.net 


Stacoswitch 

1139 Baker Street 
Costa Mesa, CA 92626 
Tel: 714-549-3041 

Fax: 714-549-0930 


.com 
www.stacoswitch.com 


Standard Enterprises Inc. 
2125 Ivy Road, Suite K 
Charlottesville, VA 22903 
Tel: 800-296-EXIT (3948) 
Fax: 804-979-6410 
wattman11@aol.com 
www.wattmanlamp.com 
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Starfire Lighting Inc. 

317 Saint Paul's Avenue 

Jersey City, NJ 07306 

Tel: 800-443-8823, 201-656-7888 
Fax: 201-656-0666 
info@starfirelighting.com 

www. starfirelighting.com 


Steel Silhouettes 
2319 М. 60th Street 
Seattle, WA 98103 
206-525-2205 

: 206-525-0881 


www.steelsilhouettes.com 


Steinel America Inc. 
9051 Lyndale Avenue 
Bloomington, MN 55420 
Tel: 800-852-4343 

Fax: 612-888-5132 


Stellar Lighting Design 
309 West Figueroa Street 
Santa Barbara, CA 93101 
Tel: 805-966-7536 

Fax: 805-568-3685 
Sales@StellarLighting.com 
www. StellarLighting.com 


Stelz Studios 

98 Cherryville-Stanton Road 
Flemington, NJ 08822 

Tel: 908-806-7023 

Fax: 908-806-7023 


Steril-Aire USA Inc. 

11100 E. Artesia Blvd., Unit D 
Cerritos, CA 90703 

Tel: 562-467-8484 

Fax: 562-467-8481 


Sterling Products 
90 Dayton Avenue Bldg. #7 
Passaic, NJ 07055 


Tel: 973-471-2858 
Fax: 973-471-2454 
sterling@zipynet.com 
www. zipynet.com 


Sternberg Vintage Lighting 
7401 Oak Park Avenue 
Niles, IL 60714-3817 

Tel: 847-588-3400 

Fax: 847-588-3440 
info@sternberglighting.com 
www.sternberglighting.com 


Sterner Lighting Systems Inc. 
7575 Corporate Way 

Eden Prairie, MN 55344 

Tel: 800-328-7480, 612-906-7300 
Fax: 612-906-7338 


Stingray Lighting Inc. 

1751 Torrance Blvd., Suite M 
Torrance, CA 90501 

Tel: 310-782-3800 

Fax: 310-782-8399 
sales@stingraylighting.com 
www.stingraylighting.com 


Stone Forest 

PO Box 2840 

Santa Fe, NM 87504 
Tel: 505-986-8883 
Fax; 505-982-2712 
sfi@stoneforest.com 
www.stoneforest.com 


The Stone House 

28 E. Market Street 
Middleburg, PA 17842 
Tel: 800-923-2260 
Fax: 570-837-1475 


Stone Mather Designs 
106 Van Camp Blvd. 
Los Lunas, NM 87031 
Tel: 505-865-6967 
Fax: 505-865-6967 
SMDlight@aol.com 


Stonegate Designs Inc 
4200 Niles Road 

St. Joseph, MI 49085-9650 
Tel: 616-429-8323 
800-345-8334 
stonegate@qtm.net 


Stonelight Inc. 

PO Box 413005, Suite 311 
Naples, FL 34101-3005 

Tel: 800-982-2006, 941-514-3272 
Fax: 941-594-7778 
stonelight@worldnet.att.net 
www.stonelight.com 


Stonelight Works 
PO Box 3971 

Carmel, CA 93921 
Tel: 408-626-2940 
Fax: 408-626-2940 


Strattman Design 

791 Tremont Street, Box B 
Boston, MA 02118 

Tel: 617-266-8821 

Fax: 617-266-6265 


StressCrete Ltd. 

PO Box 7, 840 Walkers Line 
Burlington, ON L7R 3X9 
Canada 

Tel: 800-268-7809, 905-632-9301 
Fax: 905-632-8116 
scgroup@stresscrete.com 

www .stresscrete.com 


Strictly Southwestern Inc 

1321 Eubank NE 
Albuquerque. NM 87112 

Tel: 800-336-7838 

Fax: 505-292-9234 
sswest@tarrnet.com 
www.strictlysouthwestern.com 


Strong Spotlights/Strong 
International Inc. 

4350 McKinley Street 

Omaha, NE 68112 

Tel: 800-424-1215, 402-453-4444 
402-4 
jack2kspot@aol.com 
www.strongint.com 


Studio Steel Inc. 

159 New Milford Turnpike 
New Preston, CT 06777-7306 
Tel; 800-800-5712, 860-868-7305 
Fax; 860-868-7306 
www.studiosteel.com 


Sturdy Lighting 

30 Beecher Street, PO Box 1328 
Pawtucket, RI 02862-1328 

Tel: 401-728-6030 

Fax: 401-728-2380 


Stylmark Inc 
PO Box 32008 
Minneapolis, MN 55432 


info@stylmark.com 
www.stylmark.com 


Sun Dagger Design 

Route 3, Box 220 

Espanola, NM 87532-7109 

Tel: 800-889-7109, 505-753-5913 
Fax: 800-320-1136, 505-753-8074 
jml@sundagger.com 
www.sundagger.com 


Sun Star 

21602 North 2nd Ave., Suite 4 
Phoenix, AZ 85027 

Tel: 800-SUN-STAR, 602-587-7092 
Fax: 623 7291 
www.sunstarskylights.com 


Sun Tunnel Skylights 
1370 Vander 1 
San Jose, CA 95112 
Tel: 800-369-7465 
Fax: 408-369-0228 
www.suntunnel.com 


Sun Valley Lighting Inc 
7900 Clybourn Ave. 
Sun Valley, CA 91352 
Tel: 818-767-3031 

Fax: 818-767-4631 
uspole&pacbell.net 


Sun-Tube 

3570 Consumer Street, Suite 3 
West Palm Beach, FL 

Tel: 800-SUN-TUBE 

Fax: 561-840-7606 
info@sun-tube.com 
www.sun-tube.com 


Sunled Corp. 

20793 E. Valley Blvd., «C 
Walnut, CA 91789 

Tel: 909-598-8266 

Fax: 909-598-4966 
sales@sunled.com 
www.sunled.com 


Sunlight Supply Inc 


12609 NE 95th Street, Suite B-101 


Vancouver, WA 98682 

Tel: 888-478-6544, 360-883-8846 
Fax: 360-883-5395 
info&sunlightsupply.com 
www.sunlightsupply.com 


Sunnex Inc 
4 Huron Driv 
Natick, MA 01760-1314 
Tel: 800-445-7869 

Fax: 508-651-0099 
sunnex@sunnex.com 
www.sunnex.com 


Sunpark Electronics Corp. 

1815 W. 205th Street, Suite 104 
Torrance, CA 90501 

Tel: 888-478-6775, 310-320-7880 
Fax: 310-320-7875 
info@sunpkco.com 
www.sunpkco.com 


The SunPipe Co. 

PO Box 2223 
Northbrook, IL 60065 
Tel: 847-272-6977 
Fax: 847-272-6972 
sales@sunpipe.com 
www.sunpipe.com 


Sunrise Lighting 

375 Elliot Road #17 
Chandler, AZ 85225 

Tel: 800-511-0011 

Fax: 480-892-6668 
www.sunriselighting.com 


Sur-Fin Chemical Corp. 

1530 Spence Street 

Los Angeles, CA 90023 

Tel: 323-262-8108 

Fax: 323-264-7734 
sur-fin@juno.com 

www. instantweb.com/s/surfin 


Sure-Lites/Brand of Cooper 
Lighting 

400 Busse Road 

Elk Grove Village, IL 60007 
Tel: 770-486-4800 

Fax: 770-486-4801 
talktous@cooperlighting.com 
www.cooperlighting.com 


Swivelier 
PO Box 619 
uet, NY 10954-0619 
914-623-3471 

: 914-623-1861 
swivelier@juno.com 


Sylvan Designs Inc 

8921 Quartz Avenue 
Northridge, CA 91324 

Tel: 800-350-6869, 818-998-6868 
Fax: 818-998-7241 
syldesi&pacbell.net 
www.sylvandesigns.com 


Systematix Inc 

PO Box 1056 

Gulf Breeze, FL 32562 
Tel: 850-434-8528 

Fax: 850-434-3158 
purelite&sprintmail.com 
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Tahoe Lighting 

PO Box 4467 

Sparks, NV 89432 

Tel: 888-LIT-TAHOE, 775-356- 
1980 

Fax: 775-356-9280 
info@tahoelighting.ocm 
www.tahoelighting.com 


Tailored Lighting Inc 
1350 Buffalo Road, Suite 12 
Rochester, NY 14624 


Tel: 800-254-4487, 716-328-2170 
Fax: 716-328-2198 
kevlight@soluxtli.com 


www.soluxtli.com 


Tango Lighting 

207 75th Street 

North Bergen, NJ 07047 
Tel: 201-662-7012 

Fax: 201-662-7013 


Targetti USA LLC 

1513 E. Saint Gertrude Place 
Santa Ana, CA 92705 

Tel: 888-578-8111, 714-708-8765 


Fax: 714-545-9924 
bobb6targettiusa.com 

Targetti USA is a subsidiary of 
Targetti Sankey based in 
Florence, Italy. Targetti is rec- 
ognized as an industry leader 
in the design, manufacturing 
and distribution of high-quali- 
ty decorative and accent light- 
ing and related projects to 
various markets including 
commercial, residential and 
architectural. 


Task Lighting Corp. 
PO Box 1090 
Kearney, NE 68848 
Tel: 800-445-6404 

Fax: 308-234-9401 
task@worldnet.att.net 
www tasklighting.com 


Teccor Electronics 
1800 Hurd Drive 
Irving, TX 75038 
Tel: 972-58 7 
Еах: 972-550-1309 
www.teccor.com 


Tech Lighting Inc 
1718 №. Fullerton Ave 
Chicago, IL 60614 
Tel; 773-883-6110 
Fax; 773-883-6130 
tecltg@: 
www.techlighting.com 


aol.com 


TechBrite 

7087 Corporate Way 
Centerville, ОН 45459-4224 
Tel; 800-246-9977 

Fax: 937-434-5590 
info@techbrite.com 
www.techbrite.com 


Techni-Lux Inc. 

10779 Satellite Blvd. 
Orlando, FL 32837-8422 
Tel: 407-857-8770 

Fax: 407-857-8771 
info@techni-lux.com 
www .techni-lux.com 


Technical Consumer Products 
Inc, (TCP) 

29401 Ambina Drive 

Solon, OH 44139 

Tel: 800-324-1496, 440-542-5151 
Fax: 440-542-5160 
sales@springlamp.com 
www.springlamp.com 


TecnoLux Inc 

103 - 14th Street 

Brooklyn, NY 11215 

Tel: 80 -6366, 718-369-3900 
Fax: 718-369-2845 
Info@TecnoLux.com 
www.signweb.com/tecnolux, 


Tek Lighting Corp. 
PO Box 1742 
Brentwood, TN 37027 
6 70-3694 

Fax: 615-370-3380 


Teka Illumination Inc 

86 Gibson Road, Suite 5 
Templeton, CA 93465 

Tel: 805-434-3511 

Fax: 805-434-3512 
info@teka-illumination.com 
www.teka-illumination.com 


Tele-Lite Inc 

80 Lowell Street 
Rochester, NY 14605 
Tel: 800-538-0022 

Fax: 716-546-6157 
marketing@tele-lite.com 
www .tele-lite.com 


Teledyne Lighting and Display 
Products 

12525 Daphne Avenue 
Hawthorne, CA 90250 

Tel: 323-242-1900 

Fax 
Caterina_Hall@Teledyne.com 
www. TeledyneLighting.com 


Teron Lighting Inc. (TLD 
33 Donald Drive 
Fairfield, OH 45014 


Fax: 513-858-6038 
sales@teronlight.com 
www.teronlight.com 

Teron Lighting manufactures a 
moderately priced indoor/out- 
door decorative line consist- 
ing of ceiling, close-to-ceiling 
pendants, sconces, vanity and 
HID. Teron also makes a mid- 


priced architectural line with 
a well-styled and crafted look 
for indoor/outdoor. Many 
options and custom choices 
available in both lines. 
Delivery times are very rea- 
sonable. 


Theatre Effects Inc 

642 Frederick Street 
Hagerstown, MD 21740 

Tel: 800- 7646, 301-791-7646 
Fax: 301-791-7719 
service@theatrefx.com 
www.theatrefx.com 


Theatre Service & Supply Corp 
1792 Union Avenue 

Baltimore, MD 21740 

Tel: 410-467-1225 

Fax: 410-467-1289 
sales@stage-n-studio.com 
www.stage-n-studio.com 


Theatrical Services & Supplies 
1610 9th Avenue 

Bohemia, NY 11716 

Tel: 516. 
Fax: 516-58 
tssquick @worldnet.att.net 
www. gotheatrical.com 


THHC Lighting 

1300 John Reed Ct., Unit D 
City of Industry, CA 91745 

Tel: 800-468-8442, 626-330-8368 
Fax: 626-330-3616 
sales&thhclighting.com 
www.thhclighting.com 


Thin-Lite Corp. 

530 Constitution Ave 
Camarillo, CA 93012-8595 
Tel: 805-987-5021 

Fax: 805-388-0921 
thinlite@thinlite.com 
www thinlite.com 


Things That Swing Inc 
1661 - 11th Avenue #D6 
Brooklyn. NY 11215 

Tel: 718-499-7832 

Fax: 718-832-7717 
info@thingsthatswing.com 
www.thingsthatswing.com 


Thomas Research Products 
1111 N. Old Rand Road 
Wauconda, IL 60084 

456 

6-9259 


3M Lighting 
Building 225, 4-S-08 
St. Paul, MN 55144-1000 


Tel: 80 


480-1704 
36-0611 
www.mmm.com/US 


Times Square Lighting Co 
Holt Drive, Route 9W 
Stony Point, NY 10980 
Tel: 914-947-3034 

Fax: 914-947-3047 
info@tslight.com 
www.tslight.com 


See our ad on page 55. 


Timothy Rose Mobiles 
Bldg. 153, 4th & 


Waterfront 
e Island, CA 94592 


707-562-3158 

: 415-331-5041 
troseart@aol.com 
www.members.aol.com/troseart/c 
andelabras/pics.html 


TIR Systems Ltd. 

3350 Bridgeway Street 
Vancouver, BC V5K 1H9 
Canada 

1 800-663-2036, 604-294-8477 
ax: 604-294-3733 
salesmgr-adpna@tirsys.com 
www.tirsys.com 


livoli 

Tivoli Industries Inc 

1513 E. Saint Gertrude РІ 

Santa Ana, CA 92705 

Tel: 800-854-3288, 714-957-6101 
Fax: 714-957-1501 
Tivoli&Tivolind.com 
www.tivolilighting.com 

Tivoli Industries, Inc. is an 
innovation-driven designer, 
developer, supplier and manu- 
facturer of specialty lighting 
and related products world- 
wide. Products include casino 
and gaming venues, movie the- 
ater aisle and step lighting, 
illuminated ceilings, cove sof- 
fits and valances, retail accent 
and display, cabinet and furni- 
ture. 


Tkl Umber 

PO Box 699 
Wellfleet, MA 02667 
Tel: 508-349-6679 
349-6679 
TandKG@aol.com 


Tokistar Lighting Inc. 

11562 Knott Street #9 

Garden Grove, CA 92841 

Tel: 800-448-2512, 714-379-9933 
Fax: 714-379-9449 
info@tokistar.com 
www.lokistar.com 


Tomcat USA Inc 

2160 Commerce Drive 
Midland, TX 79703 

Tel: 915-694-7070 

Fax: 915-689-3805 
www.tomcatglobal.com 


Tom Torrens Sculpture Design 
PO Box 1819 

Gig Harbor, QA 98335 

Tel: 253-857-5831 


253-265-2404 


op Brass 
3502 Parkdale Avenue 
altimore, MD 21211 


800-359-41 


Tel; 914-664-3542 


Fax: 914-664-5052 


torktime@aol.com 


Toronto Art Lamp 


26 Logan Avenue 
Toronto, ON МАМ 2M8 
nada 
16-461-115 


Fax: 416-469-0636 


Tortran Inc 
915 P. 


nbroke Stre 
Bridgeport, CT 06608 


7.5188 


Fax: 203-366-6119 


ulrikp&aol.com 


Total Structures Inc 
1696 Walter Street 
Ventura, CA 93003 
Tel: 805-676-3322 
Fax: 805-676-1616 
totalstruc@aol.con 


www.totalstructures.com 


Tower Lighting Center 
PO Box 1043 

195 Ashland Street 
North Adams, MA 01247 


Tel: 413-663-768 


TPR Enterpri 
644 Fayette Avenue 
Mamoroneck, NY 10543 
Tel: 914-698-1141 


Fax: 914-698-9419 


tprlites@aol.net 


Tracer Product 

956 Brush Hollow Road 
Westbury, NY 11590 
Tel; 800-641-1133 

Fax: 800-354-2353 


uvuv@aol.com 


TransAmerican Power Products 
Inc. (TAPP) 

2427 Kelly Lanc 
iston, TX 770€ 


Fax: 281-444 
yers@tappinc.con 


www.tappinc.com 


Transfotec International (TFT) 
559 Boul, Industrie 

St, Eustache, QUE J7R 6C3 
Canada 

Tel: 800-665-1166 (US, Can) 
150-91-5671 
Fax: 450-491 


info@transfotec.cor 


www. transfot 


1300 Indust 


San Carlos 


Road #19 


Tel; 800- 
Ic 


Fax: 650-637 


letmein@translite.com 


wwv 


Trend Lighting 


2700 Sidney Stree 


St, Louis, MO 63104 


Tel: 800-325-95 


Tri-Guards Inc Lite-A-Way 
190 W. Hi Road 
Wheeling, IL 60090 


I 


litaway@aol,com 


Triatek Inc 


76 Pacific Drive 


Norcross, GA 30071 
2-1 


2-1944 


ales@triatek.con 


tek.com 


260 North Broad Street 
Doylestown, PA 18901-34X 
Tel: 215-345-6000 


1121 Babcock Road 


MI 4845 


Те 2978 

F 8 

Trojan Inc 

PO Box 850, 198 Trojan Stre 
Mt, Sterling, 353-085! 
Tel: 800-264 306-498 


Fax: 606-498-0528 


TSAO + CLS 


1 Grove Street 
New ( CT 06840 
‘el: 203-966-9559Fax 
Fax: 203-966-23 
saocls@aol.con 
vww.tsa ng 

Tube Lighting Products 


1050 - G Pione 


Cajon, ¢ 
jor 


Two Hills Studi 


2706 S. Lamar Blv 


Austin, TX 78704 


833 Sout ( 
CA 94804 

Te 886 

Fax: 510-234-7086 


Circle No. 26 on product service card 


U 


Udec Corporation 
271A Salem Street 
Woburn, MA 01801 
Tel: 781-933-7770 
Fax: 781-933-5366 
udec@juno.com 


Ulla Darni Ine 
6545 Rt, 23 

Acra, NY 12405 
Tel: 518-622-3566 
Fax: 518-622-8425 
ullad&aol.com 
www.ulladarni.net 


Ultralights Architectural Lighting, 
Inc. 

1936 East 18th Street 

Tucson, AZ 85719 

T 23-9829 
520-623-0081 


Ultras 


ve Lighting 

4011 14th Avenue 
Markham, ON L3R 0Z9 
nada 

Tel: 905-940-0888 

Fax: 905-940-0338 
elau@ultr 


Ultratec Fibre Optic Corp. 
111-8838 Heather Street 
Vancouver, BC V6P 388 
inada 

: 604-439-9798 

Fax: 604-439-9772 
www.ultratecfibre.com 


Unenco 

185 Plains Road, Milford Place 
Corp. Center 

Milford, CT 06460-2465 

Tel; 800-245-9135 

F; 800-543-0538, 203-876-3675 
gdenza@hubbell.com 
www.unenco.com 


Unilight Limited 

5330 St-Patrick Street 

Montreal, QUE НАЕ 1A8 
Canada 

Tel: 800-361-0472, 514-769-1533 
Fax: 514-769-8858 
sales@unilight.ca 

www .unilight.ca 


Union Connector 
PO Box 

Roosevelt, NY 11575 
Tel: 516-623-7461 
Fax: 516-623-7475, 


Union Metal Corp. 
432 Maple Avenue NE 
Canton, OH 44705 
Tel: 330-456-7653 
Fax: 330-450-0196 


Unison Fiber Optic Lighting 
Systems 

32000 Aurora Road 

Solon, OH 44139-2814 

Tel; 888-864-7669, 440-519-1033 
Fax: 440-519-1038 
unison@unison9.com 

Www .unison9.com 


United Plastics Corp. 
513 Independent Road 
Oakland, CA 94621 

Tel: 510-569-6700 

F; 510-638-9100 
upcorp@ix.netcom.com 
www.unitedplastics.com 


United Solar Systems Corp. 
Uni-Solar 

1100 West Maple Road 
Troy, MI 48084 

Tel: 248-362-4170 

Fax: 248-362-4442 
unisolarinfo&ovonic.com 
www.unisolar.com 


Universal Electric Corp. 

hington Pike 
Bridgeville, РА 15017 

Tel: 800-245-6378, 412-221-4400 
Fax: 412-221-6828 
edh&uecorp.com 
WWNW.uecorp.com 


Universal Lighting Inc. 

3116 North Federal Hwy., Suite 
367 

Lighthouse Point. FL 33064 

Tel: 800-758-2253, 954-786-9894 
Fax: 954-781-5393 


Urban Archaeology 

143 Franklin Street 

New York City, NY 10013 
Tel: 212-431-4646 

Fax: 212-343-9312 


US Architectural Lighting 
7900 Clybourn Avenue 
Sun Valley, CA 91352 
Tel: 818-767-3031 

Fax: 818-767-4631 
uspole@pacbell.net 


US Energy Technologies Inc. 
601 Burning Tree Road 
Fullerton, CA 92833 

Tel; 714-879-1000 

Fax: 714-879-1600 
info@usetine.com 
WWW.usetinc.com 


Ushio America Inc 

10550 Camden Drive 

Cypress, CA 90630-4600 

Tel: 800-218-7446, 714-236-8600 
Fax: 714-229-3180 
casato@ushio.com 
www.ushio.com 


See our ad on page 7. 


V 


Valmont Industries Inc 

PO Box 358, W. Hwy. 275 
Valley, NE 68064 

Tel: 800-825-6668, 402-359-6132 
Fax; 402-359-5803 

www. valmont.com 


Vantage Lighting Control & 
Automation Systems 
345 East 800 South 


WWW. Vanlageine.com 


Vaxcel Lighting 

172 N. Brandon Drive 

Glendale Heights, IL 60139 

Tel: 630-582-8787 

x: 630-582-8790 
vaxcel@postoffice. worldnet.att.net 


Venture Lighting International 
32000 Aurora Road 

Solon, OH 44139-2814 

Tel: 800-451-2606, 440-248-0600 
Fax: 800-451-2605 
Gary_Smith@adlt.com 
www.venturelighting.com 


Verilux Inc 

PO Box 2937 

Stamford, CT 06906-0937 
800-786-6850, 203-921-2430 
«: 203-921-2427 
verilux@ergolight.com 
www.ergolight.com 


Versatruss 

PO Box 2031 

Perth, ON K7H 3M9 

Canada 

Tel: 888-430-7613, 613-264-0074 
Fax: 613-264-0889 
info@versatruss.com 

WWW, Versilruss.com 


Vibia Inc 

621 Carlson Court, #2 

Rohnert Park, CA 94928 

Tel: 800-330-3231, 707-586-6661 
Fax: 86-7964 
sales@vibialight,com 

www. vibialight.com. 


Victor Illuminating Inc. 

3951 Performance Drive, Unit D 
Sacramento, CA 95838-3264 

Tel: 800-982-6162, 916-648-9360 
Fax: 916-648-9363 


Victorian Lighterafters Ltd 
PO Box 350 

Slate Hill, NY 10973-0350 
Vel: 914-355-1300 

ax: 914-355-1300 
stans@warwick.net 

www lightcrafters.qpg.com 


Victorian Lighting Works 

PO Box 469 

251 5. Pennsylvania Аус 
Centre Hall, РА 16828 

Tel: 800-822-1898, 814-364-0577 
Fax: 814-364-2920 
www.VINVORKS.com 


Victory Battery Co, 
1508 W. Burbank Road 
Burbank, CA 91506 
Tel: 800-292-6565 

Fax: 818-840-6724 


Videssence Inc. 

360 Beach Road 

Burlingame, CA 94010 

Tel: 800-579-7577, 650-579-7577 
Fax: 650-579-7579 

www. videssence.com 


Viking Cases 

10480 Oak Street NE 

St. Petersburg, FL 33716 
Tel: 800-2. 
Fax: 727-577-2082 
VikingCases@netscape.net 
ikingCases.com 


Virginia Metalerafters 

1010 E. Main Street 

aynesboro, VA 22980 

Tel: 800-368-1002, 540-949-9400 
x: 540-949-9446 
Vametal@rica.net 


2 


Visa Lighting 

8600 W. Bradley Road 
Milwaukee, WI 53224 

Tel; 800-788-8472, 414-354-6600 
Fax: 414-354-7436 
info&visalighting.com 

www. visalighting.com 


Visco, Inc 

29579 Awbrey Lane 

Eugene, OR 97402 

Tel: 800-341-1444, 541-688-7741 
541-461-0951 

tst visco-light.com 
www.visco-light.com 


Ге 
F 


Visioneering Corp. 

35 Oak Street 

Weston (Toronto), ON MON ТАТ 
Canada 

Tel: 416-245-7991 

Fax: 416-245-4778 
vision@viscor.com 
www.viscor.com 


Visonic Inc 

10 Northwood Drive 
Bloomfield, CT 06002-1911 

Tel: 800-223-0020, 860-243-0833 
Fax: 860-242-8094 
www.visonic.com 


Vista Professional Outdoor 
Lighting 

1625 N. Surveyor Avenue 

Simi Valley, CA 93063 

Tel: 800-766-8478, 805-527-0987 
Fax: 805-527-6830 
Vistanet@aol.com 
N'WW.Vistipro.com 


es Inc 


Voigt Lighting Indust 


Neville 
CT 0670 


iptair 


loh.com 


Vue-More Mfg 


vuemore@aol.com 


615 South Street 


Garden ( 


VWV clighting.« 
Products: Low- and line-volt 
age track and recessed light 
ing, low-voltage linear sys- 
tems, pendant fixtures, sur- 
face mounts, undercabinet 
lighting, display lighting, 
transformers and dimmers. 
Merchandising: POP display 
include wall and freestand- 
ing displays, counter dis- 
plays, “Showcase on 
Wheels,” etc. Literature and 
CDs: full-line catalog, mini 
alog, Rope Light Brochure, 
Linear/Pendant Brochure, 
Capabilities Piece, CD. 
Distributor incentives: 
Promotions, co-op programs, 
electronic advertising material. 
See our ad on this page. 


W, J. Whatley Inc 
( merce City, CO 
Tel: 8 WIW-POST, 303-287-8053 


W.L. Gore & A es 
201 Ai [ POT i8 
Tel: BOC СОВЕ, 4 2 


v.asper 
Wald 

) We 

Whe L 60 


Ward Industries 
к Tel 
F 
Warner S Electric 
Bristol, CT 06010 
WW rner main.htr 


DESIGN EXCELLENCE 
IN LIGHTING 


OUR NEW MINIATURI 
IDEAL FOR UNDERCABINE 
TOE SPACE 


IN CABINET. 
EVER А 
REQUIRED. 


WHE 


" CORPORATE OFFICES 


t 


" DALLAS SHOWROOM 
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MALL LIGH 


2000 


PO Box 11 


The Watt St 


2800 De La € 1 


LINEAR SYS 
S, COVES, 

DISPLAYS AND 
URCE IS 


Welch Allyn Lighting Products Div 
4619 Jordan Road 

Skaneateles Falls, NY 13153-0187 
Tel: 315-685-4347 

Fax: 315-685-2854 

www. welchallyn.com 


Wellmade Products 
421 Pendleton Way 
land, CA 94621 
510-562-1878 
Fax: 510-632-7865 
Epwestphal&aol.com 
www.wlImcd.com 


West Coast Engineering 
International Ltd, 

7984 River Road 

Delta, BC V4G 1E3 
Canada 

Tel: 604-946-1256 

Fax: 604-946-1203 
www. weeng.com 


la | 
AWestek 


Жемек Lighting 

PO Box 23097 

9295 Farnham Street 
n Diego, CA 92123 
31-3366 
-268-1681 


Westerfield Company 

770 Gateway Center Drive 
A 92102-4589 
3-66 
48-5947 


San Diego, 
Tel: 619-2 


Fax: 800- 


Western Illuminated Plastics Inc 
14451 Edwards Street 
Westminster, CA 92683 

Tel: 714-895-3067 

Fax: 714-892-1831 

www. westernplastics,com 


Westinghouse Light Bulbs 

12401 MeNulty Road 
Philadelphia, PA 19154-1099 

Tel: 800-999-2226 

Fax: 215-671-2036 
www.westinghouselightbulbs.com 


WGL and Associates 
5418 Lancashire 

San Antonio, TX 78230 
Tel: 210-34 858 

Fax: 210-342-3959 
wel@mail.gte.net 


Wide-Lite 

PO Box 606 

San Marcos, TX 78667 
Теї: 512-392-5821 

Fax: 512-753-1122 
kwillfong@genlyte.com 
www.wide-lite.com 


Wiko Ltd. 

10490 West 164th Plac 
Orland Park, IL 60467-5495 

Tel: 800-323-1107, 708-349-1570 
Fax: 708-349-1559 

www. wiko,com 


Wil Shepherd Studio 
3621 SW 15th Street 
Miami, FL 33145 
Tel: 305-445-2265 
Fax; 305-441 
wsstudio@bellsouth.net 


WIA 


Wila Lighting Inc 

2900 Pawtucket Avenue 
East Providence, RI 02915 
Tel: 401-435-5800 

Fax: 401- 5810 
wila@wila.net 
www.wila.de 


Wild West Designs Inc 

PO Box 286 

ү, UT 84032 
5-654-4151 

Fax: 435-654-1653 
wildwest@shadowlink.net 
www.wildwestdesigns.com 


Wildfire Inc 

5200 West 83rd 

Los Angeles, CA 90045 
Tel: 800-937-8065 

Fax: 310-645-9009 
mail@wildfirefx.com 
www.wildfirefx.com 


Wildwood Lamps & Accents 
PO Box 672 

Rocky Mount, NC 27802 

Tel; 252-446-3206 

Fax: 252-977-6669 

www. wildwoodlamps.com 


Wilshire 

645 Myles Standish Blvd. 
Taunton, MA 02780 

Tel; 800-443-4695, 508-824-1970 
Fax: 508-822-7046 

www. wilshiremfg.com 

Wilshire is a full-line manufac- 
turer of decorative and crystal 
lighting fixtures for the com- 
mercial market. All products 
are manufactured in our 
200,000-sq.-ft. facility in 
Taunton, MA. Our in-house 
design and engineering 
departments make it possible 
to work with designers to 
help them create and meet 
designs for unique custom 
applications. 


Winona Lighting 

3760 West Fourth Street 
Winona, MN 55987-7205 

Tel: 800-328-5291, 507-454-5113 
Fax: 5 28 
ssonsalla@winonalighting.com 
www. winonalighting.com 


Wiring Device - Kellems 
185 Plains Road 

Milford, CT 06460-2420 
Tel: 203-882-4800 

Fax: 800-255-1031 

www. hubbell-wiring.com 


Wisconsin Lighting Inc. 

800 Wisconsin Street, #=D02-104 
Eau Claire, WI 54703-3598 
715-834-8707 

ax: 715-834-2608 
www.wilighting.com 


Wise Lights Manufacturing Inc 
49 Blanchard Street 

Lawrence, MA 01843 

Tel: 888-852-2700, 978-687-6000 
Fax: 978-683-9984 
www.wiselights.com 


Wismarq Light Company Inc. 
6679 N. Industrial Road 
Milwaukie, WI 53223 

Tel: 414-353-1233 

Fax: 414-353-4114 
gregw@execpc.com 


Wolf Brothers Steel 
11200 Roosevelt Blvd. 


Wolic Inc 

PO Box 380429, 714 Space Way 
Duncanville, 75138-0429 

Tel: 800-285-8051, 972-296-0777 
Fax; 800-900-9470, 972-296-7776 
wolicusa@msn.com 
www.themetro.com/wolic 


WPI Electronics Inc. 
40 Depot Street 
Warner, NH 03278 
603-456-3111 

x: 603-456-2498 


Wybron Inc 

4830 List Drive 

Colorado Springs, CO 80919 
Tel: 800-624-0146, 719-548-9774 
Fax: 719-548-0432 
www.wybron.com 


X 


Xenotech-Strong International 
7348 Bellaire Avenue 

North Hollywood, CA 91605 
Tel: 800-XENOTECH, 818-255- 
0620 

I 818-255-0626 
www.xenotechusa.com 


Y 


Yamagiw 
313 


USA Corp. 
0 Via Colinas, Unit 106 


estlake Village, CA 91362 
Tel: 818-879-8611 


yamagiwaus@aol.com 


YaYo! Designs Inc./Luminations 
5-26 47th Avenue 

Long Island City, 
Tel: 888-464-9296, 
Fax: 718-482-8739 
www yayodesigns.com 


Г 11101 
18-482-8710 


Yorklite Electronics Inc. 

3161 State Road 

Bensalem, PA 19020 

‘Tel: 800-967-5548, 215-244-4201, 
215-244-4862 (Orders), 215-244- 
4863 (Inquiry) 

215-244-4208 
mail@Yorklite.com 

www. yorklite.com 


Yosgad Lighting Industries Inc. 
90 Dayton Avenue 

ic, NJ 07055 
: 973-471-2858 
Fax: 973-471- 2454 
yosgad@zipynet.com 
www.zipynet.com 


Young Electric Sign Company 
1443 S. Cucamonga 

Ontario, CA 91761 

Tel: 800-999-6864 

Fax: 909-923-5015 
rmountain@la.com 

www. yesco.com 


Z 


Z-Lite - Jenamees Inc. 

113 Winnett Street 

Woodstock, ON N4S 578 
Canada 

Tel: 800-681-9943, 519-537-7646 
800-670-0409, 519-421-2881 
lite@execulink.com 

Www. z-lite.com 


Zamperla Inc. 

PO Box 5545 

Parsippany, NY 07054-8878 

Tel: 800-888-8878, 973-334-8133 
Fax: 973-334-0880 
dmartin@zamperlarides,com 
www.zamperlarides.com 


Zaneen Lighting Inc. 

65 Densley Avenue 

Toronto, ON M6M 2P5 

Canada 

Tel: 800-388-3382, 416-247-9221 
Fax: 416-247-9319 
zaneen@zaneen.com 
Www.zaneen.com 


Zelco Industries Inc, 

65 Haven Avenue C.S, #4445 
Mt Vernon, NY 10553-4445 

Tel: 800-431-2486, 914-699-6230 
Fax: 914-699-7082 

e@zelco,com 
www.zelco.com 


Ziggurat Lighting 

5007 Wyoming Avenue 
Nashville, TN 37209 
615-460-0157 
615-460-0158 


F: 


Zumtobel Staff Lighting Inc. 

300 Route 9W, PO Box 1020 
Highland, NY 12528-0020 

Tel: 800-932-0633, 914-691-6262 
Fax: 914-691-6289 
zsli@zumtobelstaff.com 
www.zumtobel.co.at E 


NAiS 


py Aromat 


Confidence! 

Aromat's electronic metal halide Small 
ballasts provide you with the confi- J 
dence to experience the beauty and 


m 
efficiency of high color rendering i о п I ife 
metal halide lighting 5 
A confidence built on 10 years H 
experience in manufacturing elec- Consisten t 


tronic metal halide ballasts by the 
world’s leader in electronic lighting 


wore ев Great color! 


Utilize Aromat electronic metal 
halide ballasts in your lighting 
system! Here's why: 


* Consistent color rendering and 
lumen output are maintained 
over the life of the lamp 


* A five year warranty is 
available 


* 35, 70 and 100 watt 
models in either 120 
volt or 277 volt 


* Energy savings up to 
20% vs standard magnetic 
systems 


+ A "turn off" function protects the 
entire system when lamps reach 
end of life 


* Small size for flexible luminaire 
designs 


* Quiet operation - no “humming” 


* Thermally protected to "shut off" 
in high heat situations 


You now have the "CONFIDENCE" 
to take advantage of a "lighting 
system" that brings metal halide 
lighting to new levels. 


Aromat is Matsushita Electric Works (MEW) in the USA. MEW, 
with over $12 billion in sales revenues, is a worldwide leading WN Aromat 
manufacturer of lighting equipment and electronic components. Subsidiary of Matsushita Electric Works 


Call us today and let the leader in electronic metal halide technol- N AIS 
ogy work for you! [ӘӘ A Worldwide Brand 


Call 1-888-4-AROMAT or visit our web site at www.aromat.com. 
Circle No. 33 on product service card 
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AISLE/STEP 


Alpha-lite 

American Electric Lighting, Div. of 
Thomas & Betts Corporation 

American Permalight Inc 

Brentwood Lighting Company 

Celestial Lighting 

ainlight 


Cooper Lighting 


Creative Systems Lighting (CSL) 
stalite Industries Inc 

CW Cole & Company Inc 

D'ac Lighting Inc 

Day-O-Lite Fluorescent Fixtures 
Designplan Lighting Inc 

Devine Lighting Inc 
Dreamscape Lighting Mfg. Inc 
Elcast Lighting Inc 

Elco Lighting 

ELux Lighting Corp. of America 
Engineered Lighting Products 
Estiluz Inc./Blauet S.A 

FC Lighting 

Gates Moore Lighting 


Holcor.Public Access 
Lighting LLC 
Holly Solar Products 
Hubbell Canada Inc 
Idaho Wood 
Kenall Manufacturing 
Kirlin Company 
Kramer Lighting Inc 
Kurt Versen Company 
Lambda Research Corp. 
Landmark Lighting 
Leotek Electronics USA Corp 
LightForm* 
Lightworks 
Lithonia Lighting Canada 
Magic Lite Ltd. 
Morlite Inc 
Nicor 
Nora Lighting 
NTL Lighting Systems 
Packaged Lighting Systems Inc 
Paramount Industries Inc 
Phoenix Products Company Inc 
Poulsen Lighting Inc 
Prescolite Lighting 
Progress Li 
Roberts Step-Lite Systems 


Royal Metal Products Inc 
Sonoma Lighting 
Sylvan Designs Inc 


Tango Lighting 

Tivoli Industries Inc 

TPR Enterprises Ltd 

US Energy Technologies Inc 
Vista Lighting, 

Westek Lighting 

Wolic Inc 
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AAMSCO Lighting Inc 

Alkco Lighting 

American Period Lighting Inc 
AmeriTec Lighting 

Anchor Lightir 
Angelo Brothers Company 
Arroyo Craftsman 

Artcraft Lighting 


Artemide Inc 

ASL Energy Efficient Lighting 
Avalanche Ranch Light Company 
Avanti Lighting Inc 

Baci by Remcraft 

Bayside Designs 

Brentwood Lighting Company 
Brownlee Lighting Inc 

By-Gone Days Antiques Inc 
Celestial Lighting 

Chainlight 

Charles Loomis Inc 

City Knickerbocker 

Coronet Chandelier Originals 
Creative Systems Lighting (CSL) 
Dainolite 

Day-O-Lite Fluorescent Fixtures 
Decotex Lighting 


Dolan Designs 

Dreamscape Lighting Mfg. Inc 
Edison Lighting Fixture Mfg. 
Eko Ligk 
Estiluz Inc 
Excelite Inc 
Fabulux Inc 
Forte Lighting 

Fourteenth Colony Lighting 
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Blauet S.A. 


Glendale Contract Lighting 

Greist, Leigh & Company Inc 

Hammerton 

Hemera Inc 

Hera Lighting LP 

Idaho Wood 

IE Architectural, Division of 
Illuminating Experiences Inc 

Illumination Lighting 

Itre USA Inc 

J.T. Cooper Studio 

]H Lighting and Brass Works Inc 

Johnson Art Studio 

Justice Design Group Inc 

Kenall Manufacturing 

Kenroy/Div. of Hunter Ltg Group 

Kichler Lighting 

Kichler Tiffany Lighting 

LaMar Lighting 

Lamps by Hilliard 

Landmark Lighting 

Latigo Lights Inc 

Legion Lighting Co. Inc 

Lexstar 

Liberty Brass Turning Co 

LightForm+ 

Lightolier 

Lightway Industries 

Lithonia Lighting Canada 

LSI Midwest Lighting/LSI 

Industries Inc 

Lucent Lighting/ITC Inc 

LuxLuce 

Lyn Hovey Studio 

Metropolitan Lighting/Camer Glass 
Lighting Corp. 

Meyda Tiffany 
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Mitor Lighting 

Modulightor Inc 

Morrison Lighting 

Murray Feiss 

Nessen Lighting Inc 

Northern Lights Manufacturing 
Inc 

Norwell Manufacturing Co. Inc 

Paramount Industries Inc 

Phoenix Products Company Inc 

Pioneer Lighting 

PLC Lighting 

PMC Lighting Inc 

Poulsen Lighting Inc 


Progress Lighting 

Rebelle Architectural Lighting 

Reggiani USA Illumination Inc 

Rockefeller 

Royal Metal Products Inc 

Scott Lamp Co. Inc./Scott 
Architectural Lighting 

Sea Gull Lighting 

Sonoma Lighting 

Southern Plastics Co. 

Specialty Lighting Inc 
Lighting Group 

Spring Lighting Company 

Sterling Products 

Stone Mather Designs 

Strictly Southwestern Inc 

Sylvan Designs Inc 

Tango Lighting 

Teron Lighting Inc. (TLD 

Trans Globe Lighting 

Unilight Limited 

Urban Archaeology 

Verilux Inc 

Wilshire 

Zelco Industries Inc 
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AAMSCO Lighting Inc. 

Alkco Lighting 

American Electric Lighting/Div. of 
Thomas & Betts Corporation 

American Power Products Inc 

Angelo Brothers Company 

Ardee Lighting Inc 

Ardron-Mackie Ltd. 

ASL Energy Efficient Lighting 

Brentwood Lighting Company 

Brownlee Lighting Inc 

Celestial Lighting 

Chainlight 

City Knickerbocker 

CJ Lighting Co. Inc 

Con-Tech Lighting 

Cooper Lighting 

Creative Systems Lighting (CSL) 

Crystalite Industries Inc 

Dainolite 
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Day-O-Lite Fluorescent Fixtures 
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Edison Lighting Fixture Mfg. 
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Elco Lighting 

Electri-Cable Assemblies Inc 
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Gammalux Systems 

Hafele America Co. 

Hera Lighting LP 

Hetherington Industries Inc 

Holly Solar Products 

Hubbell Canada Inc 

Jahabow Industries Inc. 


Jolt Lighting Inc 


Juno Lighting Inc 

Kenall Manufacturing 
Kichler Lighting 

Kichler Tiffany Lighting 
Kramer Lighting Inc 
LaMar Lighting 

Legion Lighting Co. Inc 
Liberty Brass Turning Co 
Light Corporation 

X Waves Concept Inc 


Lighting & Electronic Design Inc 
Lightolier 
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Litecontrol Corp 

Lithonia Lighting Canada 

LSI Midwest Lighting/LSI 
Industries Inc. 

Lucent Lighting/ITC Inc. 

Lumax Industries Inc 

Luxo Corporation 

Magic Lite Ltd. 

MaxLite/SK America Inc. 

Mitor Lighting 

Modulightor Inc. 

Nicor 

Nora Lighting 

Packaged Lighting Systems Inc, 

Parabolux Inc 

Pioneer Lighting 

PMC Lighting Inc 
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Reggiani USA Illumination Inc. 

Roberts Step-Lite 

Royal Metal Products Inc 

Sea Gull Lighting 

Southern Plastics Co. 
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Sylvan Designs Inc 

Task Lighting Corp. 

Tivoli Industries Inc 
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US Energy Technologies Inc 
Westek Lighting 
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Alfa Lighting Inc 

ARC Manufacturing 

Architectural Lighting Systems 

Brentwood Lighting Company 

Bruck Lighting Systems 

German Brown Illumination 

Hafele America Co 

IE Architectural, Division of 
Illuminating Experiences Inc 

Industry+Design Light Inc 

Inlite Corp. 
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Innovations, Inc 

Lithonia Lighting Canada 

Lucifer Lighting Co. 

Lumisphere USA 

Modulightor Inc. 

Neoz Lighting, Inc 

PMC Lighting Inc 

Prima Lighting Corp. 

Raylux, Inc 

Royal Metal Products Inc. 

SF Designs, LLC 

Skanda 2 Ltd. 

Swivelier 
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ch Lighting Inc. 

Tortran Inc 

Translite Systems 

Westek Lighting 

Wolic Inc 
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Bruck Lighting USA 


Bruck is the leading innovator in the area of low-voltage 
halogen cable and track systems. Pioneering a new approach 
to design, Bruck bas been a developer and promoter of new 
standards in aestbetics, product quality and safety. 


Low-voltage halogen systems have evolved into a highly demand- 
ed form of lighting, finding a diversity of extensive and varied appli- 
cations. Bruck Lighting provides an assortment of product styles, 
which facilitate both discreet highlighting within an architectural 
frame and the vibrant illumination of the room 

Bruck Lighting offers seven low-voltage systems. Among the most 
popular are 

Flex-Line—The only completely flexible two-circuit track sys- 
tem on the market today. Able to make very small curves to fit vir- 
tually any design whim without retaining any memory. The sys- 
tem's two independent circuits allow for twice the wattage within 


the same space. 
V/A—This 
tic insulation, can both change direction and elevation by the use of 


Flex-Line 


‘ack, consisting of two hollow copper tubes with plas- 


different track connectors. 

High-Line— Bruck Lighting is the co-creator of the two-wire cable 
system. This system is able to extend from wall to wall, wall to ceil- 
ing and ceiling to ceiling up to 30 ft. without the use of center ceil- 
ing supports 

Shou—Designed for the two-circuit system utilizes matte 
aluminum, handcrafted cherry wood and white opaque glass 
for its fixtures 

Nearly all Bruck Lighting fixtures are now available with a uni- 
versal plug-in connector that enables pendants, spot and accent 
fixtures to be applied to any Bruck system or to be used as 
monopoints 

Bruck's extensive experience and success in Europe ushered in a 
new era in lighting in America. Bruck's sister company in North 
America now stocks products and has a complete technical and cus- 
tomer service office in southern California that enables us to provide 
better customer service and a quick turn around time 

Visit our website at www.brucklighting.com 


Shou 
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DIRECT 


Alexandra Lighting Systems Inc 
Alkco Lighting 

Alpha-lite 

American Power Products Inc 
Architectural Area Lighting 
Architectural Lighting Systems 
Ardee Lighting Inc 
Ardron-Mackie Ltd 

Anemide Inc 

Barbican Architectural Products 
Best Lights Inc 

Betz 
Bloch Aluminum Inc 
Brentwood Lighting Company 


alco Inc 


Canplas Industries/Canlet 

CD Lighting Inc 

CJ Lighting Co. Inc 

Columbia Lighting 

Conant Custom Brass Inc 

Cooper Lighting 

Coronet Chandelier Originals 

D'ac Lighting Inc 

Dabmar 

Day-Brite/Capri/Omega 

Day-O-Lite Fluorescent Fixtures 

Edison Lighting Fixture Mfg. 

Energy Planning Associates Сс 

Estiluz Inc./Blauet S.A 

Evergreen Lighting 

Excelite Inc 

Fabulux Inc 

Focal Point LLC 

Functional Metal 

George Kovacs Lighting Inc 

Guth Lighting 

Helios Lighting Ltd. 

Hemera Inc 

Hetherington Industries Inc 

Holophane Canada Inc 

Holophane Corp 

Hubbell Canada Inc 

Intrepid Lighting 
ManufacturingInc 

Itre USA Inc 

Kenall Manufacturing 

Kirlin Company 

Kurtzon Lighting 

KW/2 Lighting Products, 
Div. of Sc 

L.C. Doane 

Lam Lighting Systems Inc 

LaMar Lighting 

Lambda Research Corp. 

Ledalite Architectural Products Inc 

Legion Lighting Co. Inc 

Lightldeas LLC 

The Lighting Edge Inc 

Lighting Services Inc 

Lightolier 

Lightron of Cornwall Inc 

Linear Lighting Corp. 
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Lithonia Lighting Canada 

Los Angeles Lighting Mfg. Co. 

151 Midwest Lighting/LSI 
Industries Inc 

Lucent Lighting/ITC Inc 

Lumax Industries Inc 

Luxo Corporation 


Kinetics, Inc. 


Litecontrol Ci 


Magic Lite Ltd 
Manning Lighting 
Metalumen Mfg. Inc 
Mitor Lighting 


Morlite Inc 
Morrison Lighting 
Neo-Ray Lighting Inc 
Nicor 

Norton Industries Inc 


Parabolux Inc 

Paramount Industries Inc 

Phoenix Products Company Inc 

Pioneer Lighting 

PMC Lighting Inc 

Poulsen Lighting Inc 

Precision Architectural Lighting 
Inc 

Prudential Lighting 

Rambusch Lighting 

Rebelle Architectural Lighting 

Reflect-A-Light Inc 

Reggiani USA Illumination Inc 

Rejuvenation Lamp & Fixture Co 

Renova 

Retrolite Corporation of America 

Royal Metal Products Inc 

Ruud Lighting 

Sea Gull Lighting 

Se'lux USA Corporation 

SKR Energy Systems Inc 

Sonoma Lighting 

Southern Plastics Co 

Sterling Products 

Tango Lighting 

Translite Systems 

Victor Illuminating Inc 

Voigt Lighting Industries Inc 

Vue-More Mfg. Corp 

Wila Lighting Inc 

Zumtobel Staff Lighting Inc 
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Alexandra Lighting Systems Inc 
Alkco Lighting 
Alpha-lite 


American Electric Lighting/Div. of 


Thomas & Betts Corporation 
American Illuminetics Inc 
Amerlux Lighting Systems 
Architectural Details Inc 
Architectural Lighting Systems 
Ardron-Mackie Ltd 
Artemide Inc 
Barbican Architectural Products 
Best Lights Inc 
Beta-Calco Inc 
Bloch Aluminum Inc 
Brentwood Lighting Company 
Celestial Lighting 
Chainlight 
Circle D Lights 
Columbia Lighting 
Conant Custom Brass Inc 
Cooper Lighting 
Coronet Chandelier Originals 
D'ac Lighting Inc 
Day-Brite/Capri/Omega 
Day-O-Lite Fluorescent Fixtures 
Edison Lighting Fixture Mfg. 
Electronic Theatre Controls Inc 

(ETC) 


Engineered Lighting Products 


Envel Desi 
Estiluz Inc./Blauet S.A 
Excelite Inc 
Fabulux Inc 
FC Lighting 


n Group 


Focal Point LLC 

Forum Inc 

Functional Metal 

Galbraith & Р. 

Gammalux Systems 

Garcy/SLP 

George Kovacs 1 

GLC, Inc 

Guth Lighting 

Hemera Inc 

Hessamerica 

Holophane Canada Inc 

Holophane Corp. 

Hubbell Canada Inc 

IE Architectural) Division of 
Illuminating Experiences Inc 

Intrepid Lighting Manufacturing 
Inc 

Itre USA Inc 

Kane-Shrader 

Kirlin Company 

Kramer Lighting Inc 

Kurtzon Lighting 
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KW/2 Lighting Products, Div. of 


Solar Kinetics, Inc. 

Lam Lighting Systems Inc 
LaMar Lighting 

Lambda Research Corp. 


Ledalite Architectural Products Inc. 


Legion Lighting Co. Inc 
Lexstar 

LightForm+ 

Lightideas LLC 

The Lighting Edge Inc 
Lightolier 

Lightron of Cornwall Inc 
Linear Lighting Corp. 


Litecontrol Corp. 

Lithonia Lighting Canada 

Los Angeles Lighting Mfg 

LSI Midwest Lighting/LSI 
Industries Inc 

Lumax Industries Inc 


Lumetta 

Luminis L.C./Lutrex 

Lumux Lighting Inc 

Luxo Corporation 

Magic Lite Ltd 

Manning Lighting 

Metalumen Mfg, Inc 

Nemco Architectural Lighting 

Neo-Ray Lighting Inc 

Neon Design Inc 

Nicor 

Norton Industries Inc 

Norwell Manufacturing Co, Inc. 

Parabolux Inc 

Paramount Industries Inc 

Phoenix Products Company Inc. 

Pioneer Lighting 

PMC Lighting Inc 

Poulsen Lighting Inc 

Precision Architectural Lighting 
Inc 

Prudential Lighting 

Rambusch Lighting 

Rebelle Architectural Lighting 

Reflect-A-Light Inc 

Renova 

Royal Metal Products Inc 

Ruud Lighting 

Scott Lamp Co. Inc./Scott 
Architectural Lighting 

Sea Gull Lighting 


Selux USA Corporation 
SKR Energy Systems Inc. 
Sonoma Lighting 
Southern Plastics Co 


Spaulding Lighting Inc. 

SPI Lighting Inc 

Sterling Products 

Tango Lighting 

Translite Systems 

Victor Illuminating Inc. 

Voigt Lighting Industries Inc. 
W.A.C. Lighting Co. 

Wila Li 
Zelco Industries Inc. 
Zumtobel Staff Lighting Inc. 
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Alkco Lighting 

Alpha-lite 

American Period Lighting Inc. 
Architectural Details Inc. 
Architectural Lighting S 
Ardron-Mackie Ltd. 
Artemide Inc 

ASL Energy Elficient Lighting 
Avanti Lighting Inc 

Barbican Architectural Products 
Beta-Calco Inc. 

Birchwood Lighting Inc. 
Brentwood Lighting Company 
Brownlee Lighting Inc. 
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Canplas Industries 

CD Lighting Inc. 

Celestial Lighting 

CJ Lighting Co. Inc 

Columbia Lighting 

Cooper Lighting 

Coronet Chandelier Originals 

D'ac Lighting Inc. 

Dabmar 

Day-O-Lite Fluorescent Fixtures 

Decotex Lighting 

Designplan Lighting Inc. 

EAL Lighting Corp. 

Edison Lighting Fixture Mfg. 

Electrix Inc 

Elliptipar 

Engineered Lighting Products 

Esco International Inc. 

Estiluz Inc./Blauet S.A. 

Evergreen Lighting 

xcelite Inc. 

Fabulux Inc. 

Focal Point LLC 

Forum Inc. 

Functional Metal 

Galbraith & Paul 

Gammalux Systems 

George Kovacs Lighting Inc. 

Glendale Contract Lighting 

Hammerton 

Helios Lighting Ltd 

Hemera Inc 

Hessamerica 

Holophane Canada Inc. 

Holophane Corp. 

Hubbell Canada Inc. 

IE Architectural/Division of 
Illuminating Experiences Inc 

Itre USA Inc 


Johnson Art Studio 
Justice Design Group Inc. 


Kane-Shrader 

Kenall Manufacturing 
Kirlin Company 

Kramer Lighting Inc 
Kurtzon Lighting 

Lam Lighting Systems Inc. 
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Engineered Lighting Products 


Engineered Lighting Products was actually started as a 
response to a recurring lighting design problem. The founder, 
Ralph W. Swarens, bas applied bis degree in Illuminating 
Engineering to many facets of the lighting industry since 
1961. After owning a rep agency, be stared his own lighting 
consulting firm in 1976, which ultimately served as the 
foundation to launch Engineered Lighting Products in 1985. 
As a lighting consultant, Mr Swarens solved lighting prob- 
lems. As a manufacturer, be designs and builds the solutions. 


Since its solution-based inception, Engineered Lighting Products 
has never wavered from its problem-solving dedication in new fix- 
ture development. The company continues to utilize new technolo- 
gy for developing more effective and efficient luminaires. Over the 
years, ELP has been granted several U.S patents because of its inno- 
vative fixture designs, which provide superior answers for today’s 
lighting problems. 

The majority of the luminaires use efficient high-color-rendering 
fluorescent and metal halide lamps and are designed to light a room 
or surface without glare. ELP offers numerous lamping configura- 
tions, and its unequaled line of wall-wash fixtures are varied enough 
to be used in retail, offices, medical facilities, institutions, schools 
and residences. Many of the company's fixtures, such as cove lights 
or wall-recessed fixtures, light spaces indirectly. Even the revolu- 
tionary, patented 2x2s and 2x4s light computer spaces indirectly to 
promote comfort and productivity 

When you combine superior fixture designs that offer function, 
efficiency and aesthetics with a knowledgeable, long-term staff that 
provides timely assistance with lighting design, layout, technical 
questions and order servicing, you have the reason for the compa- 
ny's continuing growth and success. 
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LaMar Lighting 

Landmark Lighting 

Ledalite Architectural Products Inc 
Le 
Lexstar 
LightForm+ 
Lightideas LLC 
The Li; 
Lighting Sculptures Inc 


ion Lighting Co. Inc 


ting Edge Inc 


Lighting Services Inc 

Lightron of Cornwall Inc 

Lightway Industries 

Lightworks 

Litecontrol Corp 

Lithonia Lighting Canada 

LSI Midwest Lighting; LSI 
Industries Inc 

Lumax Industries Inc 

Lumetta 

Luminis L.C./Lutrex 

Luxo Corporation 

Magic Lite Ltd 

Manning Lighting 

Mitor Lighting 


Morlite Inc 


Morrison Lighting 


Murray Feiss 

Nemco Architectural Lighting 

Neo-Ray Lighting Inc 

Nessen Lighting Inc 

New West Furniture 

Northern Lights Mfg, Inc 

Pemeo Lighting Products Inc 

Pioneer Lighting 

PMC Lighting Inc 

Poulsen Lighting, Inc 

Precision Architectural Lighting 
Inc 

Prudential Lighting 


Rambusch Lighting 

Rebelle Architectural Lighting 

Rejuvenation Lamp & Fixture Co 

Remeraft Lighting Products 

Resolute/Manifesto Corp. 

Royal Metal Products Inc 

Ruud Lighting 

Scott Lamp Co, Inc./Scott 
Architectural Li 

Se'lux USA Corporation 


Ying 


SKR Energy Systems Inc 
Spectrum Lighting Inc 
SPL Lighting Inc 

Sterling Products 

Sun Valley Lighting Inc 
Tango Lightin 
Task Lighting Corp. 
Teka Illumination Inc 


Translite Systems 

Urban Archaeology 

US Architectural Lighting 
US Energy Technologies Inc 
Victor Illuminating Inc 

Voigt Lighting Industries Inc 
Vue-More Mfg, Corp. 

Wolic Inc 

Zelco Industries Inc 
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AAMSCO Lighting Inc 

Alger International 
Alpha-lite 

American Period. Lighting Inc 
Anchor Lighting 
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Angelo Brothers Company 
Architectural Details Inc 
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Catalina Lighting Inc 
Celestial Lighting 
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City Knickerbocker 
Conant Custom Brass Inc 


Cooper Lighti 


Coronet Chandelier Originals 

Crystal Clear Lighting Fifth Avenue 
Light 

Crystalite Industries Inc 

D'ac Lighting Inc 

D'Lights 

Davis. Muller Lighting 

Day-O-Lite Fluorescent Fixtures 

Deanna Wish Designs 

Delray Lighting Inc 

Design Guild 

Dolan Designs 


Donovan Design Co 


Eclipse Lighting Inc 

Edison Lighting Fixture Mfg. 
Effetre USA 

Elcast Lighting Inc 
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Blauet S.A 


Eurolite Custom Chandeliers 
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Evergreen Lighting 

Excelite Inc 
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Fire & Water Lighting 
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The Lighting Edge Inc 

Lighting Sculptures Inc 

Lightolier 
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Lightworks 
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Luxo Corporation 
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Morrison Lighting 
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Scott Lamp Co. Inc. Scott 
Architectural Lighting 

Sea Gull 


hting Inc 


hting 
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SPI Lighting Inc 
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Tango Lighting 
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TPR Enterprises Ltd 

Trans Globe Lighting 
Translite Systems 
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Zelco Industries Inc 
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Amerlux Lighting 
Anchor Lighting 
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Architect Lighting Systems 
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Light Project International 


Since 1993, Ligbt Project International bas been bringing 
high-quality, low-voltage European lighting to tbe US. mar- 
ket. Wbile not tbe largest company in tbe lou-voltage sector 
of tbe ligbting indu. Ligbt Project offers the widest selec- 
tion and highest quality of products from eight separate and 
distinct lines. New items are introduced yearly tbat reflect tbe 
creativity and ingenuity of our European designers. 


The pendant fixtures pictured to the left exemplify the beauty 
and simplicity that have become a hallmark of the Light Project 
brand. A mixture of Italian glass and German engineering, slight 
adjustments are made at our Sterling, VA factory to ensure full com- 
patibility with U.S. standards. These fixtures may be track-mounted 


or monopointed from a 


у of elegant canopies at the customer's 


discretion. A wide variety of colors and shade types is available. 


av 

For outdoor use, the B-Light system of linear architectural facade 
lighting offers a superior alternative to traditional spots and floods. 
Prominent installations include the Louvre, the Mexican Parliament 
building and most recently, the world-renowned Benjamin Hotel in 
1 


long lamp life, these unique xenon fixtures are easy to install with a 


New York City. Combining powerful illumination with exceedir 


slim profile that renders them unobtrusive by day and dazzling by 
night. Custom lengths and colors are not a problem, and smaller 
extrusions are available for indoor use 

Recent additions to the Light Project family of products 
include a sleek, field-bendable monorail track with matching 
heads and a line of over 100 new wall sconces, all of which are 
ADA and NEC compliant 

Catering to the commercial and high-end residential markets, our 
national network of representatives is always available to answer 
technical questions or provide detailed specification assistance on 


any project, large or small 
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Prescolite 


In 1944, Pres Jones founded Prescolite in a residential 
Berkeley garage. He founded bis new company on tbe idea 
tbat ligbting fixtures could be designed and manufactured 
that would not only effectively perform their lighting task, 
but also actually enbance tbe arcbitectural interior designs 
in which they were installed. He believed Prescolite could do 
this while offering tbe contractor a product that was easier 


Phos Surface-Mounted Downlight— to install and maintain at an affordable price. 
Lightfair 1999's Best New Product of 


the Year In the intervening 55 years, Prescolite has grown, added signifi- 


cant manufacturing facilities, acquired other lighting companies and 


sociated 
Recently, 


been acquired itself. Over the years, Prescolite has been ; 
with the Hanson Lighting, USI Lighting and C.P.M. name: 
Prescolite completed a variety of business changes due to its recent 


growth as a part of LCA (Lighting Corporation of America) and U.S 
SD and as part of its strategic preparation for a 


Industries (NY! 
new century in a new millennium. 

In 1995, under new management and with a mission from LCA to 
return to its historical position as a leader in point-source lighting, 
Prescolite began a period of growth unparalleled since its earliest 
history. In 1999, Prescolite completed a reorganization that trans- 
ferred its Life Safety Products Group to newly formed LCA 
Emergency (including newly acquired Dual-Lite), transferred its 
Moldcast brand name to AAL (Architectural Area Lighting, a part of 
Kim Lighting) and announced the discontinuance of its Prescolite 
Controls brand name. The completion of these management trans- 
fers and decisions will allow Prescolite to focus exclusively on point- 
к and decorative and utili- 


source lighting: recessed downlights, 


American Matte Premium Finish for ty surface lighting products. 
Virtual Source Reflectors Since 1996, Prescolite has experienced compounded average dou- 


ble-digit growth in its core product areas of point-source lighting, as 


increasingly the design community has re-examined the Prescolite 
product line and approved of the changes in quality and breadth and 
depth of line that have occurred over the last several years. The 
improvements in the Prescolite product line are no accident. With 
the change in management in 1995, LCA set a direction for 
Prescolite, including the necessary support for both plant and infra- 
structural improvement as well as new product development. 
Starting with Lightfair in 1996, no lighting company has brought 
to market as many new products as Prescolite. Most importantly, the 
types and nature of these new products haven't been just about 
quantity, but rather about the quality of the products brought to 
market. In 1996, Prescolite was the first to bring to market triple- 
tube optics for recessed downlights, In 1997, Prescolite released its 


patented Virtual Source optics, the first 4-in. aperture metal halide 


RN downlights and its first electronic emergency battery packs for Т4 
Prescolite's Lite Trac Line-Voltage MR16 


Track Ligbting 


compact fluorescent. In 1998, Prescolite released its two 


revolutionary modular product lines, M3 modular track 


lighting (patent pending) and Signos modular decorative 
downlighting trims (patent pending). 

These new modular offerings provide designers with lit- 
erally thousands of customizable options at standard pric- 
In 1998 as well, 
ts, including multi- 


ing and with standard lead time: 


Prescolite introduced Intelectplus ba 


voltage operation and both low inrush and low THD (an 
Prescolite's Collection '99 by Wever & исте industry first). In 1999, Prescolite released its (patent pend- 

ing) American Matte reflector finish, the Phos surface 

downlight (the 1999 Lightfair Best New Product of the Year award winner), its new Lite Box Lite Deco product Line, Lite Trac Line 
Voltage MR16 track heads and the Collection '99 by Wever & исте product line, In 1999, Prescolite also premiered the release of 
multi-wattage Intelectplus dimming; full-range dimming for compact flu- 
orescent downlights with end-of-lamp-life protective circuitry, low inrush 
and low THD at the lowest price in the industry. This new ballast, 


although electronically superior in all of its features, is truly remarkable 
because of its open 0-10V architecture, making it possible to be used with 
virtually any dimmer manufacturer's product 


These exciting products reflect an underlying philosophy 


at Prescolite 
that is taking them into the new century. Prescolite is the inventor of ISD 
or Integrated Systems Design. This unique product development 
approach views the lighting fixture not as an end product, but rather as 
a building component. As such, each lighting fixture is designed as а sys- 
tems component that requires concurrent design consideration of the 
mechanical, optical and electrical fixture; the lamp, the ballast, any con- 
nected electrical or electronic switches, dimmers or occupancy sensors, 


In addition, the ISD design philosophy and approach require the fixture 


designer to appreciate the fact that in the finished building system, the 


human being is a component part as well. This appreciation of the 
human component explains the success of Virtual Source optics. The Prescolite's exclusive Intelectplus Electronic Dimming Ballast 
unique patented geometry of Virtual Source is the first downlight reflec- 
tor optic to deal with the viewer ergonomically as a part of its product 


design strategy. The design and development philosophy at Prescolite has led to a recognized position in the lighting industry as 


an innovator and a design leader. 


Looking to the future, Prescolite is positioned well to meet the needs of our industry. It comes with a legacy of innovation from 
its founder Pres Jones, while benefiting from a young and 
zement team recognized for their obvious pas- 


energetic mana 


sion for lighting. The corporate advertising slogan is a reflec- 


tion of that passion and also represents à corporate commit- 
ment, The corporate slogan, “A New Quality of Light,” remains 
a promise to the professional lighting community by Prescolite 
to continue to innovate in design, bringing to the market 
meaningful products with features that truly benefit the design- 
er, the engineer, the contractor and ultimately, the owners and 
users of the spaces in which their products are applied 


Lite Deco 6-in. Decorative Trims for Lite Box Downlights 
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Cooper Lighting 


When tbe roots of Cooper Lighting took bold nearly five 
decades ago, the commitment was to achieve unprecedented 
levels of performance in ligbting fixture design, manufac- 
ture, distribution and service. 


^s a leading producer of incandescent, fluorescent and HID fix- 
tures, and as a part of Cooper Industries, a diversified Fortune 200 
company, Cooper Lighting continues to distinguish itself by manu- 
facturing innovative, energy-efficient, aesthetically exciting and cost- 
effective lighting fixtures serving the residential, commercial, indus 
trial and utility market places 

Under the leadership of its president, Fritz Zeck, the company is 
now comprised of 14 highly respected and recognizable brands 
including Halo Ligbting, the nation's leading manufacturer of track 
and recessed lighting fixtures. Sister companies are Lumark 
Lighting and McGraw-Edison—leading indoor and outdoor HID 
manufacturers; Metalux Lighting, Neo-Ray and Corelite—fluores 
cent direct and indirect manufacturers; Iris Lighting Systems and 
Portfolio—architectural-grade recessed lighting for both the resi 
dential and commercial markets, respectively; Fail-Safe—complex 


environment lighting; Suwre-Lites—emergency and exit lighting: 


Optiance by SuperVision—fiber-optic lighting; USL—sports lighting 
and Lumiére—landscape lighting 

With these outstanding brands, unmatched service through its 
Customer First Center in Peachtree City, GA and superior educa 
tion and training at The Source located at its Elk Grove Village, Il 
headquarters, Cooper Lighting gives new meaning to the single- 
source concept 

Its vast market coverage, quality and depth of products and unwa- 
vering commitment to service are the characteristics that define 
Cooper Lighting and make them a reliable partner for architects, 


lighting designers and interior designers. 
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Translite Syste 
Tsao + CLS 
Ulla Darni Inc 
Verilux Inc 
Virginia Metalcrafters 

W.N. de Sherbinin Products Inc 
Waldmann Lighting Co. 

Wiko Ltd 

Wil Shepherd Studio 

Wilshire 
Wisconsin Lightir 
Yamagiwa USA Cory 
Z-Lite 
Zelco Industries Inc 


Jenamees Inc 


DOOR LUMINAIRES 


INDUSTRIAL FLUORESCENT 
& HID 


Adra Electric Products Inc 

Alpha-lite 

Architectural Lighting Systems 

ASL Energy Efficient Lighting 

Best Lights Inc 

Brentwood Lighting Company 

Brownlee Lighting Inc 

Buhl Industries Inc 

Canplas Industries/Canlet 

CD Lighting Inc 

Celestial Lighting 

Charles Loomis Inc 

CI Lighting Co. Inc 

Columbia Lighting 

Con-Tech Lighting 

Cooper Lighting 

Dabmar 

Day-Brite/Capri/Omega 

Day-O-Lite Fluorescent Fixtures 

EAL Lighting Corp. 

Edison Lighting Fixture Mfg 

Electronic Theatre Controls Inc 
(ETC) 

Energy Planning Associates Corp. 

Esco International Inc 

Blauet S.A 


Estiluz Inc 
Forum Inc 
Guth Ligh 


Hetherington Industries Inc 


Holophane Canada Inc 

Holophane Corp 

Hubbell Canada Inc 

Tiluminates, Inc 

Intrepid Lighting Manufacturing 
Inc 


Juno Lighti 
Keene-Widelite 

Kenall Manufacturing 

Killark Electric Manufacturing Co. 
Kirlin Company 

Kurtzon Lighting 

KW/2 Lighting Products, Div. of 
Solar Kinetics, Inc 

L.C, Doane 

LaMar Lighting 

Lambda Research Corp 

Co. Inc 


Lighting Services Inc 


Legion Lighti 


Lightron of Cornwall Inc 

Lithonia Lighting Canada 

LSI Midwest Lighting/LSI 

Industries Inc 

Lumax Industries Inc 

Luminis L.C./Lutrex 

Lumux Lighting Inc 

Magnaray International 

Mitor Lighting 

Neo-Ray Lighting Inc 

Pacific Lighting & Electrical 
MeWong Intl, Inc 

Paramount Industries Inc 

Pauluhn Electric 

Pemco Lighting Products Inc 

Phoenix Products Company Inc 

Pioneer Lighting 

PMC Lighting Inc 

Poulsen Lighting Inc 

Reflect-A-Light Inc 

Regent Lighting Corporation 

Retrolite Corporation of America 

Ruud Lighting 

Sea Gull Lighting 

SKR Energy Systems Inc 

SLS Industries Inc./UNIDIM 

Southern Plastics Co. 

SPI Lighting Inc 

Sportlite Inc 

Sunnex Inc 

Teka Illumination Inc 

Voigt Lighting Industries Inc 

Wildfire Inc 


INDOOR LUMINAIRES 
INDUSTRIAL HARSH 


ENVIRONMENT 


Alpha-lite 

Appleton Electric Co. 

Brentwood Lighting Company 

Canplas Industries/Canlet 

CD Lighting Inc 

Circle D Lights 

Concealite Emergency Lighting 

Cooper Lighting 

Day-Brite/Capri/C 

Designplan Lighting 

Diamond Lights 

Dual-Lite/ Eme! 
Division 


ency Lighting 


Esco International Inc 

Guth Lighting 

Holcor/Public Access Lighting 
LLC 

Holophane Canada Inc 

Holophane Corp. 


Hubbell Canada Inc 

Illuminates, Inc 

Keene-Widelite 

Kenall Manufacturing 

Killark Electric Manufacturing Co, 

Kurtzon Lighting 

KW; 2 Lighting Products/Div. of 
Solar Kinetics, Inc 

Lambda Research Corp. 

Lightron of Cornwall Inc 

Lithonia Lighting Canada 

Lumec 

Mitor Lighting 

Morlite Inc 

Paramount Industries Inc 

Pauluhn Electric 

Phoenix Products. Company Inc. 

Sunnex Inc 

Voigt Lighting Industries Inc 

Waldmann Lighting Co. 


INDOOR LUMINAIR 
INDUSTRIAL TASK 


INSPECTION 


Adjustable Fixture Co 

Adra Electric Products Inc 
Brentwood Lighting Company 
3rownlee Lighting Inc 


Circle D Lights 
Cooper Lighting 


Dainolite 

Day-O-Lite Fluorescent Fixtures 
Dazor Mfg. Corp. 

EAL Lighting Corp 

Electrix Inc 

FarLight Corporation 

Forum Inc 

Garey/SLP 

Guth Lighting 

Holophane Canada Inc 
Holophane Corp 

Hubbell Canada Inc 
Keene-Widelite 

Lambda Research Corp. 
Legion Lighting Co. Inc 
Lithonia Lighting Canada 

Luxo Corporation 

Magnaray International 
Packaged Lighting Systems Inc 
Parabolux Inc 

Paramount Industries Inc. 
Phoenix Products Company Inc 
Regent Lighting Corporation 
SPI Lighting Inc 

Sunnex Inc. 

Voigt Lighting Industries Inc. 


INDOOR LUMINAIRES 


TRACK 


Alexandra Lighting Systems Inc 
Alfa Lighting Inc 

Alkco Lighting 

Amerlux Lighting Systems 
Ardee Lighting Inc 

Artemide Inc 

Brentwood Lighting Company 
Bruck Lighting Systems 

CAL Lighting/Big Ocean Corp. 
Catalina Lighting Inc 

Cooper Lighting 

Crystalite Industries Inc 
Day-Brite/Capri/Omega 


compan ОП 


Lighting Services, Inc 


Ligbting Services Inc (LSI) is tbe leading spe- 
cialty manufacturer of track, accent, display 
and fiber-optic lighting systems for museum, 
retail, architectural contract and residential 
use. Since 1958, LSI has been dedicated to 
designing, engineering and manufacturing 
lighting fixtures of the highest quality, Our rep- 
utation for creativity and innovative design, 
coupled with specification-grade products and 
intelligent personalized service, bas made us 
the manufacturer of choice among the most dis- 
criminating specifiers of lighting. 


Lighting Services Inc is the manufacturer of choice for 
most museums, including the Metropolitan Museum of 
Art, Guggenheim Museum, Art Institute of Chicago, U.S 
Holocaust Memorial Museum, Norton Simon Museum, 
San Francisco Museum of Modern Art, Museum of the 
American Indian, American Museum of Natural History 
and many, many others 

Lighting Services Inc provides display lighting for 
most of the nationally prominent stores such as 
Nordstrom, Tiffany & Co., Gucci, Saks Fifth Avenue, 
Ralph Lauren Polo, Neiman Marcus, Barney, 
Bloomingdale's, Bergdorf Goodman and many, many 
others 

Lighting Services Inc track and fixtures are specified 
for attractions such as Disneyland, Disney World, Epcot 
Center, MGM Studios, Universal Studios, Monterey Bay 
Aquarium, Baseball Hall of Fame, Cowboy Hall of 
Fame, NCAA Basketball Hall of Fame, NBC, CBS and 
many, many others 

Lighting Services Inc lighting systems and accessories 
are used internationally at the Hong Kong Convention 
Center in Hong Kong, Empress Palace Exhibition Hall 
in Singapore, Hyatt Hotel in Osaka, Coca Cola in 
Moscow, Mandarin Oriental in Indonesia and many, 
many others. 

Lighting Services Inc has worldwide representation 


serviced by regional sales managers and over 100 local 


representative organizations. For your local representa- 
tive, call toll-free (800) 999-9574 


Norton Simon Museum, Pasadena, СА 
Lighting Design: Lam Partners Inc.— Paul Zaferiou 


Polo Sport, New York, NY 
Lighting Design: Bouyea and Associates— 
Barbara Bouyea 


Hong Kong Convention Centre, Hong Kong 


Lighting Design: Chris Bowsber Architectural 
Ligbting—Chris Bowsber 


Edison Price Lighting 

Elco Lighting 

Elliptipar 

Engineered Lighting Products 

Erco Lighting USA 

FC Lighting 

Hafele America Со 

Helios Lighting Ltd 

Hera Lighting LP 

Hubbell Canada Inc. 

IE Architectural/Division of 
Illuminating Experiences Inc 

Illuminating Experiences Inc 

Inlite Corp. 

Juno Lighting Inc 

Kenroy/Div. of Hunter Lig Group 

Kramer Lighting Inc 

Lexstar 

Light Waves Concept Inc 

Lighting Services Inc 

Lighting Technological 
Innovations, Inc 

Lightolier 

Lightron of Cornwall Inc 

Lithonia Lighting Canada 

Magic Lite Ltd 

Modulightor Inc 

Mole-Richardson Co 

Nicor 

Nora Lighting 

Pa 

PLC Lighting 

Prescolite Lighting 

Progress Lighting 

Rambusch Lighting 

Reggiani USA Illumination Inc 

Ruud Lighting 

Sea Gull Lighting 

Southern Plastics Co. 

Spectrum Lighting Inc 

Strictly Southwestern Inc 

Targetti USA LLC 

Tech Lighting Inc 

Times Square Lighting Co. 

Translite Systems 

W.A.C. Lighting Co. 

Westek Lighting 

Zelco Industries Inc 

Zumtobel Staff Lighting Inc 


abolux Inc 


INDOOR LUMINAIRES 


WALL WASHERS 


Alkco Lighting 

Amerlux Lighting Systems 
Ardee Lighting Inc 
Ardron-Mackie Ltd, 

Artemide Inc 

ASL Energy Efficient Lighting 
Bayside Designs 

Brentwood Lighting Company 
Brownlee Lighting Inc 

Celestial Lighting 

Charles Loomis Inc 

Columbia Lighting 

Cooper Lighting 

Creative Systems Lighting (CSL) 
Day-Brite/Capri/Ome, 
Day-O-Lite Fluorescent Fixtures 
Dreamscape Lighting Mfg. Inc 

EAL Lighting Corp. 

Edison Price Lighting 

Elco Lighting 

*ctronic Theatre Controls Inc. (ETC) 
iptipar 


ineered Lighting Products 

FC Lighting 

Focal Point LLC 

Forum Inc 

Holophane Corp. 

Hubbell Canada Inc 

IE Architectural Division of 
Illuminating Experiences Inc 

Illuminating Experiences Inc, 

Inlite Corp. 

Ite USA Inc 

JH Lighting and Brass Works Inc 


Juno Lighting Inc 


Kirlin Company 

Kramer Lighting Inc. 

Kurt Versen Company 

KW/2 Lighting Products/Div, of 
Solar Kinetics, Inc 

LaMar Lighting 

Landmark Lighting 

Legion Lighting Co. Inc 

Lexstar 

Light Craft Mfg, 

Light Waves Concept Inc 

Lighting Services Inc 

Lightolier 

Lightron of Cornwall Inc 

Lightworks 

Lithonia Lighting Canada 

LSI Midwest Lighting/LSI 
Industries Inc 

Lumax Industries Inc 

Martin Professional Inc 

Meyda Tiffany 

Modulightor Inc 

Murray Feiss 

Nora Lighting 

Parabolux Inc 

Pearce Lighting Mfg. 

Phoenix Products Company Inc, 

PMC Lighting Inc 

Progress Lighting 

Rambusch Lighting 

Reggiani USA Illumination Inc 

Royal Metal Products Inc 

Ruud Lighting 

Spectrum Lighting Inc 

SPI Lighting Inc 

l'ango Lighting 

Targetti USA LLC 

Teka Illumination Inc 

"limes Square Lighting Co. 

Translite Systems 


US Energy Technologies Inc 
Voigt Lighting Industries Inc 
W.A.C. Lighting Co 

Ward Industries 

Wila Lighting Inc 


OUTDOOR LUMINAIRES 


CANOPY MOUNT 


Alpha-lite 

American Period Lighting Inc 

Appleton Electric Co. 

Architectural Landscape Lighting 

ASL Energy Efficient Lighting 

Brentwood Lighting Company 

Celestial Lighting 

CEW Lighting Inc./Spartan 
Lighting 

CopperMoon Inc 

Day-Brite/Capri/Omega 

Designplan Lighting Inc. 

Devine Lighting Inc 


Dinico Products Inc 
Dreamscape Lighting Mfg. Inc. 
EAL Lighting Corp. 

Eclipse Lighting Inc 

Elcast Lighting Inc 

Elco Lighting 

Esco International Inc 

Escort Lighting 

Fourteenth Colony Lighting 
Gardco Lighting 

Guardian Corp. 

Guth Lighting 

Hanover Lantern Inc 
HIL-Tech International Ltd 
Holophane Canada Inc 
Holophane Corp, 

Hubbell Canada Inc. 
Hydrel/Lithonia 

Iluminates, Inc 

JH Lighting and Brass Works Inc 
JPL Lighting 
Keene-Widelite 

Kenall Manufacturing 

Kirlin Company 

Kramer Lighting Inc 

Lambda Research Corp. 
Legion Lighting Co. Inc 
Liberty Brass Turning Co 
LightForm* 

Lightron of Cornwall Inc 
Lightway Industries 
Lightworks 

Lithonia Lighting Canada 
Luminis L.C./Lutrex 
Magnaray International 
Minka Group 

Morlite Inc 

New West Furniture 
Norwell Manufacturing Co. Inc 
NTL Lighting Systems 
Paramount Industries Inc 
Pearce Lighting Mfg, 

Pemco Lighting Products Inc 
PMC Lighting Inc 

Poulsen Lighting Inc 
Powerlite 

Prudential Lighting 
Rambusch Lighting 

Rebelle Architectural Lighting 
Reflect-A-Light Inc. 

Regent Lighting Corporation 
Reggiani USA Illumination Inc 


Rejuvenation Lamp & Fixture Co, 


Royal Metal Products Inc. 
Ruud Lighting 

SNOC Inc 

Spaulding Lighting Inc 
Spectrum Lighting Inc. 
Spring City Electrical Mfg. Co. 
Sun Valley Lighting Inc. 
Teka Illumination Inc 
Teron Lighting Inc. (TLI) 
Urban Archaeology 

US Architectural Lighting 
Voigt Lighting Industries Inc 
Wolic Inc 


OUTDOOR LUMINAIRES 


WALL/STEP 


Adra Electric Products Inc 
Alpha-lite 

American Period Lighting Inc 
Appleton Electric Co. 
Architectural Landscape Lighting 


Artcraft Lighting, 

Artemide Inc 

B-K Lighting Inc 

Barbican Architectural Products 
BL Innovative Lighting 
Brentwood Lighting Company 
Celestial Lighting. 

Charles Loomis Inc 

Conant Custom Brass Inc 
Cooper Lighting 

CopperMoon Inc 

Curtis Industries 

Dabmar 

Designplan Lighting Inc. 
Devine Lighting Inc 

Dinico Products Inc. 
Dreamscape Lighting Mfg. Inc 
Eclipse Lighting Inc. 

Edison Lighting Fixture Mfg. 
Elcast Lighting Inc 

Elco Lighting 

Engineered Lighting Products 
Escort Lighting 
Estiluz Inc./Blauet 5. 
ergreen Lighting 
Fabulux Inc 

FC Lighting 

Focus Industries Inc 
Fourteenth Colony Lighting, 


slight America West 

Guardian Corp. 

Guth Lighting 

Hadco 

Hammerton 

Hanover Lantern Inc 

Heritage Casting & Ironworks Ltd. 
(HCD 

HIL-Tech International Ltd 

Holly Solar Products 

Holophane Canada Inc 

Holophane Corp. 

Hubbell Canada Inc 

Hydrel/Lithonia 

Idaho Wood 

J.T. Cooper Studio 

JH Lighting and Brass Works Inc 

Johnson Art Studio 

JPL Lighting 

Justice Design Group Ine, 

Kane-Shrader 

Keene-Widelite 

Kenall Manufacturing 

Kichler Lighting, 

Kichler Tiffany Lighting 

Kim Lighting 

Kirlin Company 

Kramer Lighting Inc. 

Lambda Research Corp. 

Latigo Lights Inc, 

LightForm+ 

Lightolier 

Lightworks 

Lithonia Lighting Canada 

Lumca Inc. 

Lumenton Lighting 

Luminis L.C./Lutre 

Lumux Lighting Inc. 

Magnaray International 

Martin Professional Inc. 

MaxLite/SK America Inc. 

McPhilben Outdoor Lighting 

Metropolitan Lighting/Camer Glass 
Lighting Corp. 

The Mica Lamp Compz 

Minka Group 

Morlite Inc. 

Murray Feiss 


ny 


Kim Lighting 


Kim Lighting bas been creating innovative outdoor lighting 
solutions since 1933. From the beginning, it bas taken a ligbt- 
ing design perspective toward product development. Today, 
this approach remains intact and is the core of tbe company's 
focus. New products are developed to solve lighting needs and 


to provide efficient and attractive solutions 


Kim's approach to design has evolved into a special "Theory of 
Relativity.” This defines the relationship of luminaires to the position 
they occupy in the site environment. Area lighting is developed to 
an entirely different set of design and performance criteria from 
pedestrian level luminaires, which are different from criteria used for 
wall-mounted products, This approach addresses performance 
requirements, physical scale, detailing and the perspective from 
which products are viewed when installed in real world environ 
ments, The process also recognizes that outdoor area lighting is seen 
most often when it is not functional, during the day. This daylight 
visibility means Kim products must be attractive when they are not 
in use and perform well when the sun goes down. This sensitivity to 
product visibility, placement and function is a Kim hallmark 

The integration of design, from site/area lighting to mounting inti- 
mate with architectural surfaces, produces a unification that appears 
well-considered to site occupants, For example, the Era (RA Series), 
for site/area and roadway illumination, is complimented by a small 
er companion design for pedestrian areas at lower mounting heights 
For illuminating building surfaces and site features, Landscape 
Accents and AFL floodlights offer a wide range of options to adapt 
to virtually any need. Each product provides a distinct function, 
while utilizing shared design detailing, scaled to reflect specific loca- 
tions in the site environment, 

Every Kim product is produced to last from premium materials 
finished in-house in Super TGIC powder coat, and supervised 
through a program that is audited to ISO-9001 standards. While sev- 
eral others have come to copy Kim product appearances, they fail to 
capture the attention to detail and spirit that comes from being the 


originator of ideas 


New West Furniture 
Newstamp Lighting Co. 

Nicor 

Niland Company 

Norwell Manufacturing Co. Inc 
Nova Pole International Inc 
Packaged Lighting Systems Inc 
Paramount Industries Inc 
Pearce Lighting Mfg, 

Pemco Lighting Products Inc 
Phoenix Products Company Inc 
Poulsen Lighting Inc 

Rebelle Architectural Lighting 
Rejuvenation Lamp & Fixture Co. 
Roberts Step-Lite Systems 
Ruud Lighting 

Sea Gull Lighting 

SNOC Inc 

Spectrum Lighting Inc 

Spring City Electrical Mfg. Co 
Steinel America Inc 

Sternberg Vintage Lighting 
Sun Valley iting Inc 

Sylvan Designs Inc 

Vahoe Lighting 

Teka Illumination Inc 


Urban Archaeology 

US Architectural Lighting 

US Energy Technologies Inc 

Victor Illuminating Inc 

Vista Professional Outdoor 
Lighting 

Wolic Inc 

Yosgad Lighting Industries Inc 


OUTDOOR LUMINAIRES 


FLOODLIGHT 


Adra Electric Products Inc 

Aero Thermic Shields 

Alpha-lite 

Appleton Electric Co. 

Architectural Landscape Lighting 

ASL Energy Efficient Lighting 

B-K Lighting Inc 

Barbican Architectural Products 

Brentwood Lighting Company 

Canplas Industries/Canlet 

CEW Lighting Inc./Spartan 
Lighting 

Circle D Lights 

Cooper Lighting 

Dabmar 

Day-Brite/Capri/Omega 

De Sisti Lighting 

Designplan Lighting Inc 

Devine Lighting Inc 

Dreamscape Lighting Mfg. Inc 

EAL Lighting Corp. 

Edison Lighting Fixture Mfg 

Elco Lighting 

Electronic Theatre Controls Inc 
(ETC) 

EnRel Energy Corp. 

Erco Lighting USA 

Esco International Inc 

Eurotroniks Inc. 

Focus Industries Inc 

Gardeo Lighting 

Greenlee Lighting /LSI Industries 
Inc 

Guardian Corp. 

Hadco 

Holly Solar Products 

Holophane Canada Inc 

Holophane Corp. 


Hubbell Canada Inc 
Hydrel/Lithonia 

JPL Lighting 

Keene-Widelite 

Killark Electric Manufacturing Co. 
Kim Lighting 

Kramer Lighting Inc 

L.C. Doane 

Lambda Research Corp 
Lightway Industries 

Lithonia Lighting Canada 
Lumenton Lighting 

Lumux Lighting Inc 
Magnaray International 
Martin Professional Inc 
Mole-Richardson Co 

Nicor 

Pauluhn Electric 

Pemco Lighting Products Inc 
Phoenix Products Company Inc 
Powerlite 

Progress Lighting 

Qualite Sports Lighting Inc 
RAB Electric Mfg. Co. Inc 
Regent Lighting Corporation 
Reggiani USA Illumination Inc 
Remeraft Lighting Products 
Royal Metal Products Inc 
Ruud Lighting 

Sea Gull Lighting 

SNOC Inc 

Soft Lighting Systems 


Spaulding Lighting Inc 

Steinel America Inc 

Sterner Lighting Systems Inc 

Sylvan Designs Inc 

Teron Lighting Inc. (TLD 

Vista Professional Outdoor 
Lighting 

Voigt Lighting Industries Inc 


OUTDOOR LUMINAIRES 


LANDSCAPE/PATH/WATER 


Adra Electric Products Inc 

Aero Thermic Shields 
American Period Lighting Inc 
Architectural Area Lighting 
Architectural Details Inc 
Architectural Landscape Lighting 
Arroyo Craftsman 

Artemide Inc 

ASL Energy Efficient Lighting 
B-K Lighting Inc 

Barbican Architectural Products 
Bendalite Flexible Neon 
Brentwood Lighting Company 
CCI Lighting 

Celestial Lighting 

Cooper Lighting 

CopperMoon Inc 


Creative Systems Lighting (CSL) 
Crystalite Industries Inc 
Dabmar 


ignplan Lighting Inc 
Devine Lighting Inc 
Dinico Products Inc 


uscape Lighting Mfg. Inc 
Dynamic Lighting Inc 

Eleast Lighting Inc 

Elliptipar 

ELux Lighting Corp. of America 
Emco 

Escort Lighting 

Focus Industries Inc 


Forte Lighting 

Gardco Lighting 

Gaslight America West 

Gates Moore Lighting 

Greenlee Lighting /LSI Industries 
Inc 

Guardian Corp. 

Hadco 

Hanover Lantern Inc 

Harmony Hollow 

Hessamerica 

HIL-Tech International Ltd. 

Holly Solar Products 

Holophane Corp. 

Hubbell Canada Inc 

Hydrel/Lithonia 

Idaho Wood 

Intermatic Inc 

J.T. Cooper Studio 

Johnson Art Studio 

IPL Lighting 

Kichler Lighting 

Kichler Tiffany Lighting 

Kim Lighting 

Lambda Research Corp. 

Latigo Lights Inc 

LightForm* 

Lightldeas LLC 

The Lighting Edge Inc 

Lightway Industries 

Lightworks 

Lithonia Lighting Canada 

Lucent Lighting/TTC Inc 

Lumenton Lighting. 

Luminis L.C. Lutrex 

Lumux Lighting Inc 

Magnaray International 

Material Plane 

Nightscaping By Loran Inc 

Niland Company 

Nova Pole International Inc 

Optic-Light Inc 

Outdoor Gardens Inc 

Pemco Lighting Products Inc 

Phoenix Products Company Inc 

Poulsen Lighting Inc 

Progress Lighting 

RAB Electric Mfg. Co. Inc 

Rebelle Architectural Lighting 

Regent Lighting Corporation 

Reggiani USA Illumination Inc 

Remote Source Lighting 
International Inc 

Roberts Step-Lite Systems 

Rockscapes Inc 

Roman Fountains Corporation 

Royal Metal Products Inc 

Ruud Lighting 

Ryther-Purdy Lumber Co. Inc 

S.G.F. Associates Inc 

Sea Gull Lighting 

SNOC Inc 

Spaulding Lighting Inc 

Sternberg Vintage Lighting 

Sterner Lighting Systems Inc 

Stonelight Inc 

Strong Spotlights, Strong 
International Inc 

Sun Valley Lighting Inc 

Sylvan Designs Inc 

Tahoe Lighting 

Teka Illumination Inc 

Tom Torrens Sculpture Design 

Trans Globe Lighting 

US Architectural Lighting 

Victor Illuminating Inc 

Vista Professional Outdoor 
Lighting 


Voigt Lighting Industries Inc. 
Ward Industries 
Yosgad Lighting Industries Inc. 


OUTDOOR LUMINAIRES 


MOUNT 


POLE 


Adra Electric Products Inc 

Aero Thermic Shields 

Alpha-lite 

American Period Lighting Inc. 

Anchor Lighting 

Appleton Electric Со, 

Architectural Area Lighting 

Architectural Details Inc 

Architectural Landscape Lighting 

Arroyo Craftsman 

Artcraft Lighting 

Artemide Inc 

ASL Energy Efficient Lighting 

Barbican Architectural Products 

Brentwood Lighting Company 

CEW Lighting Inc./Spartan 
Lighting 

Circle D Lights 

Cooper Lighting 

Dabmar 

Day-Brite/Capri/Omega 

Designplan Lighting Inc 

Devine Lighting Inc, 

Dinico Products Inc 

Dynamic Lighting Inc 

EAL Lighting Corp. 

Elcast Lighting Inc. 

Elliptipar 

Emco 

EnRel Energy Corp. 

Esco International Inc 

Forte Lighting 

Fouch Electric Mfg. Co 

Fourteenth Colony Lighting 

Gardco Lighting 

Guardian Corp. 

Hadco 

Hanover Lantern Inc 

Heritage Casting & Ironworks Ltd 
(HCD 

Hessamerica 

Holly Solar Products 

Holophane Canada Ine, 

Holophane Corp 

Hubbell Canada Inc 

Hydrel/Lithonia 

Idaho Wood 

Johnson Art Studio 

JPL Lighting 

Keene-Widelite 

Kim Lighting 

Lambda Research Corp. 

LightForm+ 

Lightway Industries 

Lithonia Lighting Canada 

Lumea 

Lumec 

Lumenton Lighting 

Luminis L.C./Lutrex 

Lumux Lighting Inc 

Magnaray International 

Minka Group 

Murray Fi 

New West Furniture 

Newstamp Lighting Co. 

Niland Company 

Norwell Manufacturing Co. Inc 

Nova Pole International Inc. 

Pauluhn Electric 


Inc 


B-K Lighting 


Since 1986, B-K Ligbting bas been dedicated to providing tbe 
ligbting industry witb bigb-quality, innovative and fairly 
priced outdoor ligbting fixtures. Tben, as now, we continue 
to strive for excellence in botb design and quality. We utilize 
tbe latest in computer-controlled equipment to produce tbe 
many machined aluminum and machined brass compo- 
nents to exacting standards. Tbis type of precision manufac- 
turing ensures our fixtures bave quality and craftsmansbip 
unequaled in the ligbting industry. 


All machined aluminum and cast aluminum components are made 


from low-copper or copper aluminum, designed to meet strin- 
gent marine-duty-salt-spray test requirements. All brass components 
are solid brass, not simply brass-plated. All aluminum components 
are protected by a chromate-conversion process after fabrication and 
then finished in one of eight rich, polyester powder-coat finishes 
This process ensures the best possible protection of the fixture 
both inside and out—from the hostile outdoor environment. Solid 
brass fixtures can be finished in any one of three luxurious brass fin 
ishes or in a polyester powder-coat finish 

All B-K Lighting fixtures are listed wet location. Loctite sealing 
compounds and silicone O-rings are used to ensure many years of 
trouble-free performance. All hardware is manufactured to exacting 
standards from stainless steel materials and then plated or finished 
as required. By using any of our many optical accessories, precise 
beam patterns can be achieved to put light only where it's wanted 
and to control unwanted brightness and glare 

Service is not just a slogan at B-K Lighting, but a way of life. Even 
with all the finishes, options and accessories we offer, our delivery 
times compare to the best in the industry. In addition, our knowl 
edgeable design and application departments can provide immedi 
ate design and engineering assistance 

Quality, service, innovation and value all add up to make B-K 


Lighting the number one choice in outdoor architectural lighting 


Pemco Lighting Products Inc 


Phoenix Products Company Inc 


Poulsen Lighting Inc 


Powerlite 


Progress Lightin 
zhting Inc 
Lighting 


Qualite Sports Li 
Rebelle Ar 
Regent Lighting Corporation 
Rejuvenation Lamp & Fixture Co. 
Robinson Iron 

Royal Metal Products Inc 


hitectural 


Se'lux USA Corporation 
Shakespeare 

SNOC Inc 

Spaulding Lighting Inc 

Spring City Electrical Mfg. Co. 
Sternberg Vintage Lighting 
Sterner Lighting Systems Inc 
Sun Valley Lighting Inc 
Sylvan Designs Inc 

Teka Illumination Inc 

Trans Globe Lighting 

Urban Archaeology 

US Architectural Lighting 
Victor Illuminating Inc 

Voigt Lighting Industries Inc 
Ward Industries 

Yosgad Lighting Industries Inc 


OUTDOOR LUMINAIRES 


ROADWAY 


Aero Thermic Shields 
Architectural Area Lighting 
Architectural Landscape Lighting 


Barbican Architectural Produ: 

CCI Lig 

CEW g Inc./Spartan 
Lighting 

Cooper Lighting 


Corrosion Controllers Inc. (CCI) 
Devine Lighting Inc 

Dynamic Lis 
EAL Lighting Corp. 

ELux Lighting Corp. of America 
Emco 

EnRel Energy Corp 

Esco International Inc 


iting Inc 


FarLight Corporation 
Foucl 
Gardco Lighting 


Electric Mfg. Co. 


Gaslight America West 
Guardian Corp. 
Hadco 

Hanover Lantern Inc 


Heritage Casting & Ironworks Ltd 
(HCD 

Holcor/Public Access Lighting 
LLC 


Holophane Canada Inc 
Holophane Corp 

Hubbell Canada Inc 

Lambda Research Cory 
LightForm* 

Lithonia Lighting Canada 
Lumca Inc 

Lumec 

Lumenton Lighting 

Lumux Lighting Inc 
Magnaray International 

MQ Power Corp 

Nova Pole International Inc 
Paramount Industries Inc 
Pemco Lighting Products Inc 
Phoenix Products Company Inc 


Poulsen Lighting Inc 
Powerlite 

Regent Lighting Corporation 
Ruud Lighting 

Se‘lux USA Corporation 
Shakespeare 


Sternberg Vintage Lighting 


ghting Systems Inc 
Valley Light 
1 Illumination Inc 

US Architectural Lighting 
Ward Industries 


3 Inc 


SPECIALTY FI 
FIBER OPTICS 


of Thomas & Betts Corporation 
lite Flexible Ne 


Be 
BL Ir 
Brentwood Li 


tive Lighting 


Inova 


wing Cor 


Con-Tech Lighting 

Cooper Lighti 

FarLight Corporation 

Fiber Optic Systems Inc 

Fiberlux Inc 

FibreOptics International 

Fiberstars Inc 

FibreVisions 

KLS Electronics USA 

Lambda Research Corp 

LaserMedia Inc 

Lifatec USA 

Light Waves Concept Inc 

Lighting Components & Design 
Inc 

Lighting Services Inc 

Lucifer Lig 


Martin Professional Inc 
Meadows Associates 
Neon De 1 Inc 


NitenDay Industries 
NoUVIR Research 


Optic-Ligl 


Remote Source Lighting 
International Inc 

Rip-Tie Inc 

Rockscapes Inc 

Sunnex Inc 

TPR Enterprises Ltd 

Ultratec Fibre Optic Corp. 


SPECIALTY FIXTURES 
LIGHT PIPE, 
TUBULAR SKYLIGHT 


Corporation 

усо LLC/The DayLite Co. 
Division 

Lambda Research Corp 

Lighting € 
Inc 


mponents & Design 


ightron of Cornwall Inc 
Metro Lighting & Crafts 
Se'lux USA Corporation 
Solatube International Inc 

Sterner Lighting Systems Inc 


Sun-Tube 


The SunPipe Co 
3M Lighting 


TURES 
(ROPE, 


SPECIALTY Е 
LINEAR STRIF 


TUBE, STRING) 


Alexandra Lighting Systems Inc 

Alpha-lite 

American DJ Supply Inc 

American Electric Lighting/Div. of 
Thomas & Betts Corporation 

Ardee Lighting Inc 

Bendalite Flexible Neon 

BL Innovative Lighting 

Brentwood Lighting Company 

Chainlight 

Crystalite Industries Inc 

Dainolite 


ELux Li of America 


HIL-Tech International Ltd 


ting Corp 


J.A. L ire - Neon Trim 

Lambda Research Corp 

Lexstar 

Lighting Components & Design 
Inc 

Lightwor 

Lucent L ng/ITC Inc 


Magic Lite Ltd 

Meteor Light & Sound Co. Inc 
Nora Lighting 

NTI 
P & Н Company Inc./Flex-A-Lite 
Packaged Lighting Systems Inc 
Works 


Roberts Step-Lite Systems 


Lighting Systems 


Pelican Коре 


Sylvan Designs Inc 
Tivoli Industries Inc 
TPR Enterprises Ltd 
Translite Systems 

Tube Lighting Products 
Universal Lighting Inc 
W.A.C, Lighting Co 
Wolic Inc 


SPECIALTY FIXTURES 


SHOWCASE/DISPLAY 


Alexandra Lighting Systems Inc 
Alkco Lighting 

Ardee Lighting Inc 
Birchwood Lighting Inc 
Brentwood Lighting Company 
Buhl Industries Inc 
Chainlight 

CJ Lighting Co. Inc 
Cooper Lighting 
Crystalite Industries Inc 
CW Cole & Company Inc 
Dainolite 

Elco Lighting 

Electrix Inc 

Garcy/SLP 

Hafele America Co. 
Harmony Hollow 

Hera Lighting LP 

J.A. LeClaire - Neon ‘Trim 
Jahabow Industries Inc 
Lighting Inc 


Junc 


ch Corp. 
Legion Lighting Co. Inc 
Liberty Brass Turning Co. 
Lighting and Electronics Inc 


Lighting Components & Design 
Inc 

Lighting Services Inc 

Lightworks 

LSI Midwest Lighting/LSI 
Industries Inc 

Lumax Industries Inc 

Magic Lite Ltd. 

Meteor Light & Sound Co. Inc 

Modulightor Inc 

NTL Lighting Systems 

Nutech Lighting Corp. 

Packaged Lighting Systems Inc 

Parabolux Inc 

Phoenix Products Company Inc 

Raylux, Inc 

Reggiani USA Illumination Inc. 

Royal Metal Products Inc, 

Showcase Components Inc 

Skanda 2 Lid 

Specialty Lighting Inc 
Lighting Group 

Sphere Lighting Design 

Swivelier 

Sylvan Designs Inc 


Div. of JJI 


TPR Enterprises Ltd 
Translite Systems 
W.A.C. Lighting Co. 
Wolic Inc 


ACC Lighting Systems Inc 
Adra Electric Products Inc 
Alpha-lite 

American Permalight Inc 
BL Innovative Lighting 
Chainlight 

Clearr Corporation 


Crystalite Industries Inc 

E.G.L 

Edison Lighting Fixture Mfg, 

ELux Lighting Corp. of America 

Esco International Inc 

Exitronix/Divison of Barron Mfr 
Corp. 


Company Inc 


Fiber Optic Systems Inc 

FibreOptics International 

Gilbert Industries Inc 

Hemera Inc 

Hera Lighting LP. 

HIL-Tech International Ltd 

Holophane Canada Inc 

Holophane Corp. 

Hubbell Canada Inc 

Hydrel/Lithonia 

Kenall Manufacturing 

LaMar Lighting 

Lambda Research Corp. 

Legion Lighting Co. Inc 

Leotek Electronics USA Corp. 

LightIdeas LLC 

Lighting Components & Design 
Inc 

Lighting Services Inc 

Lithonia Lighting Canada 

LSI Midwest Lighting/LSI 
Industries Inc 

Lyn Hovey Studio 

Magic Lite Ltd. 

McPhilben 

Meadows Associates 

Meyda Tiffany 

Neon Design Inc 

Optic-Light Inc 


 ————— M M ————— ———————————————— 


Lumière 


The name Lumière bas become synonymous with design, 
quality and function in outdoor architectural, landscape 
and specialty fixture lighting. As a result, Lumière fixtures 
have been specified on many noteworthy projects around 
the world, including this small sample: Franklin Delano 
Roosevelt Memorial; Ronald Reagan Library; United 
States Marine Corps Korean War Veterans Memorial; 
Disneyland; Disney World; Disneyland Paris; Mandelay 
Bay Hotel (Las Vegas); Grand Wailea Hotel (Maui); 
Olympic Village (Barcelona); Sea World; and the Nikko 
Hotel (Tokyo). Lighting designers, landscape architects 
and architects the world over rely on Lumière fixtures to 
add that extra measure of performance and beauty to 
their projects. 


Lumière makes a wide variety of fixtures and accessories for 
every application, including area, accent and downlights, path 
lights, mini bollards, step lights, wall-mounted lights, well lights, 
unique underwater accent lights and outdoor imaging projectors. 
Light sources include 12У MR16 and MR11, HID, fluorescent and 
standard line-voltage incandescent halogen 

Many of our fixtures are award winners. For example, our 
Hollywood *1701 imaging projector won the Design Excellence 
Award at à recent Lightfair International, as well as an ADEX 
Award from Design Journal Magazine. The prior year, our metal 
halide Coronado Series won the ADEX award. Lumiére also 
received the coveted *G" Mark Certificate of Merit from the 
Japanese Ministry of International Trade and Industry for "origi- 
nality, excellence of design and outstanding contribution to the 


landscape environment." Other fixtures, such as our Cambria 
*203, have become industry standards. 
The newest additions to the Lumiere fixture lineup are our 


Coronado 750 Series ultra-compact metal halide in-ground fix- 


tures and the Aspen Series of mid-size bollards. The Coronado in- 
ground fixtures feature MasterColor metal halide lamps and an 
unrivaled feature set in the most advanced in-ground lighting fix- 
ture yet conceived, The Aspen bollards boast ease of use and per- 
formance features—including one version with a field-adjustable 
photometric pattern—that outperform even full-size bollards. 
Both new series continue Lumiére's commitment to excellence in 
fixture design and performance. 

spanding opportunit 


Lumière. 


or artistry in light 


Phoebus Manufacturing 
Phoenix Products Company Inc 
Royal Metal Products Inc 
Ruud Ligh 


Spectrum Lighting Inc 


Sylvan Designs Inc 
TecnoLux Inc 

Translite Systems 

US Energy Technologies Inc 
Ward Inc 
Wila Lighting Inc 
Wolic Inc 


ries 


SPECIALTY F 
SPECIAL EFF 


(TURES 
TS 


Advanced Li 
Ardee Lighting Inc 
Artemide Inc 


Bendalite Flexible Neon 


ghting Systems Inc 


Bogen Photo Corp 


Canadian Cold Cathode Ltd 


Chauvet 

Crystalite Industries Inc 

Diversitronics Inc 

Elco Lighting 

Electronic Theatre Controls Inc 
ET( 

ELux Lighting Corp. of America 

Esco International Inc 

Eurotroniks Inc 

Fiber Optic Systems Inc 


tional 


FibreOptics Interr 
The Fluorescent Co, Inc 
Frezzolini Electronics Inc 
Gemini Sound Products 
LyteQuest Pro Lighting 
George R Snell Associates Inc 
High End Systems Inc 
HIL-Tech International Ltd. 
JPL Lighting 
KLS Electronics USA 
Lar 


Laser Images Inc 


xla Research Corp. 


LaserMedia Inc 

Leviton/Lighting Control Division 
Lighting and Electronics Inc 
Lighting Components & Design 


Aghtworks 
Magic Lite Ltd 
Magn 
Martin Professic 
MBT Lig 1 
Meteor Light & Sound Со, Inc 
Mole-Richardson Co 

Nessen Lighting Inc 
Optikinetics Limite 
P&H Company Inc./Flex-A-Lite 
Packaged Lighting Systems Inc 
Phe 
Professional Sound & Lighting 


iy International 


nal Inc 
iting & Sour 


ix Products Company Inc 


Products 
j 


Red Line Laser Products 


Remote Source Lighting 
International Inc 


S.G.F. Associates Inc 


Science Faction Corp. 

Strattman Design 

Strong Spotlights/Strong 
International Inc 


Techni-Lux Inc 


Theatre Effects Inc 


l'imes Square Lighting Co. 


TPR Enterprises Lid 
Wildfire Inc 
Wybron Inc 


Xenotech-Strong International 


CONTROLS 
DIMMERS 


Advanced Control Technologies 
Inc 

ced Lighting Technologies 
Inc. (ADLT) 

ALM Systems Inc 

American DJ Supply Inc 


Jayview Technology Group Inc 


Beacon Light Products 


ting Company 


s Div. of Venture 


Dazor Mfg. Corp 
Digital Lighting Systems Inc 


Diversitronies Inc 


Doug l'leenor Design 


Douglas Lighting Cont 


Ecopowe 

Edison Lighting Fixture Mfg 

Electrol Engineering Inc 

Electronic Theatre Controls Inc 
ETC) 

Electronics Diversified Inc, (EDD 

ETA Systems 

Eurotroniks Inc 

Focus Industries Inc 

America West 


Cont 


t Lighting 


Hubbell Canada Inc 
Hunt Dimming 
Isys/ Cae Inc 

K 
KLS Electronics USA 

Ledalite Architectural Products Ine 


n Systems Inc 


Lehigh Electric Products Go. 
Leviton Lighting Control Division 
Leviton Manufacturing Со. Inc 


Lightolier 


Lightronics 
Lithonia Lighting Canada 
Lutron Electronics Co. Inc 


MagneTek Lighting Products 


шр 
Matrix 

MBT Lighting & Sound 
Mole-Richardson Co. 
NSI Corp 


15 Inc 


Packaged Ligl 
Pauluhn Electric 

Rosco/ Entertainment Technology 
Sracoswitch 

Sunnex Inc 

l'echni-Lux Inc 

Times Square Lighting Co. 

TPR Enterprises Ltd 

Iriatek Inc 

Unenco 

Vent 
Warner Elec 
Westek Lig 


Lighting International 


c/Superior Electric 


CONTROLS 


SENSORS 


Advanced Lighting Technolog 
Inc. (ADLT) 

Alerton Technologies Inc 

ALM Systems Inc 

Beacon Light Products 

Brentwood Lighting Company 

CEW Lighting Inc. Spartan 
Lighting 

Current Controls; Div, of Venture 


Lighting 
ıt Controls Inc 


Day 
Specialty Inc 

Digital Lighting Systems Inc 
Douglas Lighting Controls Inc 
Electronics Diversified Inc. (EDI) 
Hadco 

Holophane Canada Inc 

Home Automation Inc 

Horton Controls Inc. (HCI) 
Hubbell Canada Inc 


He 1 Corp. 
Hybrinetics Inc 
Johnson Systems Inc 


Lambda Research Corp. 


Lecdalite Architectural Products Inc 
Leviton; Lighting Control Division 


Leviton Manufacturing Co. Inc 


Lightolier Controls 

Lithonia Lighting Canada 
Lodging Technolo, 
Lutron F 
LVS Inc 
MagneTek Lighting Products 


Corp. 


lectronics Co. Inc 


Group 


urix 
Minolta Corporation 
Novar Controls Corp. 
Novitas Inc 

Optex 


ls Inc 


Itir 
Profile Systems LLC 
Regent Lighting Corporation 
Steinel America Inc 


Tork 


Precision 


riatek Inc 


Unenco 


Venture Lighting International 
Visonic Inc 


Westek Lighting 


CONTROLS 
SWITCHES 


Advanced Control Technologies 


Advanced Lighting Technolog 
Inc. (ADLT) 

ALM Systems Inc 

Area Lighting Research Inc 

Company 


Brentwood Lighting 

Current Controls/Div. of Venture 
Lighting 

Day Light Controls Inc 

Dazor Mfg. Corp: 

Digital Li; Inc 

Douglas Li 

Electrol Engineering Inc 

Electronics Diversified Inc. (EDI) 

Horton Controls Inc. (HCI) 

Hybrinetics Inc 

Intermatic Inc 


hting Controls Inc 


Johnson Systems Inc 


Killark Electric Manufacturing Co 

KLS Electronics USA 

Lambda Research Corp. 

Leviton, Lighting Control Division 

Leviton Manufacturing Co. Inc 

Lightolier 

Lightolier Controls 

Lite Touch Inc 

Lutron Electronics Co. Inc 

MagneTek Lighting Products 
Group 

Novitas Inc 

Pauluhn Electric 

Precision Multiple Controls Inc 

Rejuvenation Lamp & Fixture Co. 

Stacoswitch 

Sunnex Inc 

Tork 

Triatek Inc 

Triboro Electric Corp 

Unenco 


Venture Lighting International 
Westek Lighting 


CONTROLS 
TIMERS 


ALM Systems Inc 
Area Lightir 
Beacon Light Products 

iting Company 


Research Inc 


Brentwood I 
Day Light Controls Inc 
Digital Lighting Systems Inc 
Douglas Lighting Controls Inc 
Eurotroniks Inc 

Focus Industries Inc. 

Grasslin Controls Corp. 


Hadco 

Home Automation Inc 

Horton Controls Inc. (HCI) 

Intermatic Inc 

Johnson Systems Inc 

Leviton/Lighting Control Division 

Leviton Manufacturing Co. Inc 

Li trols 

Lodging Technology Corp. 

Lutron Electronics Co. Inc 

MagneTek Lighting Products 
Group 

Matrix 

Precision Multiple Controls Inc 

Profile Systems LLC 

Controls Ine 


ohtolier 


Que: 


Tork 
Unenco 


JNTROLS 


CONTROL SYSTEMS 


Advanced Control Technologies 
Inc 

Alerton Technologies Inc 

Brentwood Lighting Company 

Day Light Controls Inc 

Day-Brite/Capri/Omega 

De Sisti Lighting 

Digital Lighting Systems Inc 

Douglas Lighti 

Electrol Engineering Inc 

Electronic Theatre Controls Inc 

Electronics Diversified Inc. (EDD 

Eurotroniks Inc 

Holophane Canada Inc. 

Holophane Corp. 


Controls Inc 


Home Automation Inc. 

Horton Controls Inc. (HCI) 
Johnson Systems Inc. 
Keene-Widelite 

Lehigh Electric Products Co. 
Leviton/Lighting Control Division 
Leviton Manufacturing Co, Inc. 
Lightolier Controls 

Lightronics Inc 

LiteTouch Inc 

Lithonia Lighting Canada 

Lutron Electronics Co. Inc 
MagneTek Lighting Products 
Martin Professional Ine. 

Matrix 

Novar Controls Corp 

Quest Controls Inc 
Rosco/Entertainment Technology 
Tork 

Triatek Inc 


Aerovox Inc 


Amazing Custom Fabricators Inc 

American Insulated Wire 

B & P Lamp Supply 

Beacon Light Products 

BIB Electric L.P. 

Chloride Power Protection 

City Knickerbocker 

Clifford of Vermont Inc 

Crisa Corp./Philip Goldin Assoc 

Electro-Connect 

Electrol Engineering Inc 

The Fluorescent Co. Inc 

Glendale Contract Lighting 

Holophane Corp. 

Inter Global 

Kirlin Company 

Leviton Manufacturing Co, Inc 

Liberty Brass Turning Co 

Lighting Components & Design 
Inc 

Littelfuse Inc 

Luz Lamperatt 

Marinco Specialty Wiring Devices 

Mitronix Inc 

Modular Wiring Systems 

Mole-Richardson Co 

Mountain Electric Corp./Golden 
Stand Electric Corp. 

Nocom Inc 

Pacific Lighting & Electrical 
MeWong Intl, Inc 

Pemco Lighting Products Inc 

Rip-Tie Inc 

Roman Fountains Corporation 

Sunnex Inc 

Teccor Electronics 


Triboro Electric Corp 

Universal Electric Corp. 
Vossloh-Schwabe Inc 

W.N. de Sherbinin Products Inc 
Westek Lighting 


COMPONENTS 


FIBER-OPTIC COMPONENTS 


Advanced 

American 
Thomas & Betts Corporation 

Bendalite Flexible Neon 


ighting Systems Inc. 
lectric Lighting/Div. of 


Cooper Lighting 

Fiber Optic Systems Inc 

Fiberlux Inc 

Lambda Research Corp. 

LaserMedia Inc 

Lifatec USA 

Lighting Components & Design 
Inc. 

Meadows Associates 

Mitsubishi International 

NitenDay Industries 

Remote Source Lighting 

International Inc 


5.G.F. Associates Inc 
Sunnex Inc 
Ultratec Fibre Optic Corp. 


Anchor Lighting 


B & P Lamp Supply 

California Tool & Die 

CEW Lighting Inc./Spartan 
Lighting 

Circle D Lights 

Cooper Lighting 

Crescent Brass Mfg. Corp. 


COMPON 


FIXTURE PARTS 


Crisa Corp./Philip Goldin Assoc 


ABET Inc 
Acme Wire Products Inc 
Amazing Custom Fabricators Inc 


The Delta Group 
18th Century Hardware Co, 
Falgroup Corporation 


Trade Site 


from the comfort of your own chair 


one source to purchase all of your Lighting 


LightingUniverse.com 
a 


BRA O4 2744 
www. LaghringUmwverse.com 


Circle No. 32 


Arakawa Hanging Systems Intl 


The Fluorescent Co. Inc 
Frank Morrow Company 
Gaslight America West 
Hadco 


Holophane Canada Inc 


Holophane Corp. 

Inter Global 

Kirlin Company 

L.E. Smith Glass 

Lady B Goode, Inc 

Lambda Research Corp. 

Leviton Manufacturing Co. Inc 

Lighting Components & Design 
Inc 

Lumax Industries Inc 

Luz Lampcraft 

Lyn Hovey Studio 

Martin Professional Inc 

Mole-Richardson Co. 

Newton Industries Ltd 

Pacific Lighting & Electrical 
MeWong Intl, Inc 

Pauluhn Electric 

Peter Albrecht Company Inc 

Racine Metal-Fab Ltd 

Rambusch Lighting 

Rejuvenation Lamp & Fixture Co. 

RLR Industries Inc 

Royal Knight Lampshade Со 

Shades of Taos 

SKR Energy Systems Inc 

Spectrum Lighting Inc 

Гого Electric Corp. 

W.N. de Sherbinin Products Inc 

Westek Lighting 


COMPONENTS 
OPTICS: LENSES, LOUVERS, 


FILTERS 


A.L.P. Lighting Component 
Advanced Technology Inc 

AFG Industries Inc 

Alpha Associates 

Aluminum Coil Anodizing Corp 
Anderson Glass Company 

APM Hexseal Corporation 
Apollo Design Technology Inc 
Arrem Plastics Inc 

Crisa Corp./Philip Goldin Assoc 
Cyro Industries 

Docter Optics Inc 

Elf Atochem North America Inc 
Envel Design Group 

Focus Industries Inc 

Hadec 

High End Systems Inc 

Hol 
Holophane Corp 
Inter Global 
Kirlin Company 


phane Canada Inc 


Kopp Glass Inc 
Lambda Research Corp. 
Lancaster Glass 

Le 
LexaLite International Corp 
Lighting Components & Design Inc 
Mole-Richardson Co 

Patterns Co, 
Phoebus M 
Plaskolite Inc 

Racine Metal-Fab Ltd 
RLR Industries Inc 


> Filters 


Ifacturing 


Rosco Laboratories Inc 
Showcraft 


Spectrum Lighting Inc 


Sunnex Inc 
United Plastics Corp. 


Western Illuminated Plastics Inc 


COMPONENTS 
VOUNTING DEVICES AND 
POLES 


Am 
Anchor 
Bruce Post 


n Period Lighting Inc 


iting 


Co. Inc 


Cooper Lighting 
t Brass Mfg. Corp 


Cresce 

Emco 

Falgroup Corporation 

Focus Industries Inc 

Gaslight America West 

Griplock Systems/Reutlinger USA 
Inc 

Hadco 

Hanover Lantern Inc 

Hapco 

Holophane Canada Inc 

Holophane Corp 

Hubbell Canada Inc 

Joslyn Corporation 

JPL Lighting 

Lighting Components & Design 
Inc 

Millerbernd Mfg. Co 

Mole-Richardsor 

Nova Pole International Inc 


Pemco 


Lighting Products Inc 


Regent Lighting Corporation 


Robinson Iron 

Ryther-Purdy Lumber Co. Inc 
Shakespeare 

Tomcat USA In« 

Total Structures Inc 

Valmont Industries Inc 
Versatruss 

VISCO, Inc 

Ward 


Industries 


BALLASTS 


FLUORESCENT 


Advance Transformer Co 
Antron ( 
(ACE) 


Appleton Electric Co. 


‘ompact Electronics Inc 


B+L Technologies 
The Bodine Company Inc 
Bulbrite Industries Inc 
CEW Lighting Inc 
Lighting 
Denki Corporation of North 
America 
EBW Elect 


Eclipse Technologies 


Spartan 


Energy Planning Associates Corp 
Fulham Co. Inc 

Future Wave 
Glendale Contract Lighting 


Technologies 


Hatch Transformers Inc 
Howard Industries Inc 
IceCap Inc 

K-Tronik Ballasts 
Lambda Research Corp. 
Lighting Source Inc 
Lightolier Controls 
Lutron Electronics Co. In 


Tek Li 


Group 

Motorola Lighting Inc 

Osram Sylvania 

Pacific Lighting & Electrical 
McWong Intl, Inc 

Pauluhn Electric 

Radionic Hi-Tech Inc. / Radionic 
Industries Inc 

nt Lighti 

Reliable Ва 

Robertson Worldwide 

SLI Lighting 

Vossloh-Schwabe Inc 


1g Corporation 


ast, Inc 


ALLASTS 


COMPACT FLUORESCENT 


Advance Transformer Co. 

Antron Compact Electronics Inc. CACE) 

B+L Technologies 

Denki Corporation of North 
America 

EnRel Energy Corp 

Fulham Co. Inc 

Future Wave 

Hatch Transformers Inc 


Howard Industries Inc 


Technologies 


IceCap Inc 

K-Tronik Ballasts 

Lighting Source Inc 

Link USA International 

Lutron Electronics Co. Inc 

MagneTek Lighting Products 
Group 

Mitor Lighting 

Motorola Lighting Inc 

Osram Sylvania 

Pacific Lighting & Electrical 
MeWong Int, Inc 

Pauluhn Electric 

Radionic Hi-Tech Inc./Radionic 

Industries Inc 

tson Worldwide 

oh-Schwabe Inc 


Robe 
Voss 


BALLASTS 


HID 


Advance Transformer Co. 
Advanced Lighting Technologies 


Inc. (ADLT) 
Appleton Electric Co. 
Aromat Corp 
CEW Lighting Inc./Spartan 


Lighting 
The Delta Group 
Deltona Lighting Products 
Holophane Canada Inc 
Holophar 


Howard Industries Inc 


e Corp 


IceCap Inc 
Lambda Research Corp 
Lighting Source Inc 
Magne 
Group 


k Lighting Products 


Mole-Richardson Co. 

Osram Sylvania 

Pacific Lighting & Electrical 
McWong Intl, Inc 

Pauluhn Electric 


Regent Lighting Corporation 
Reliable Ballast, Inc 


Robertson Worldwide 
Ruud Lighting 

SLI L 
SLS Industries Inc./UNIDIM 
Venture Lighting International 


Vossloh-Schwabe Inc 

Welch Allyn Lighting Products 
Division 

Wide-Lite 

WPI Electronics Inc 


BALLASTS 


LOW-VOLTAGE 
TRANSFORMERS 


American Electric Lighting/Div. of 
Thomas & Betts Corporation 

B+L Technologies 

The Delta Group 

Glendale Contract Lighting 

Hatch Transformers Inc 

KLS Electronics USA 

Lambda Research Corp. 

MagneTek Lighting Products 
Group 

Robertson Worldwide 

Tortran Inc 

Translite Systems 

Vossloh-Schwabe Inc 

Westek Lighting 


BALLASTS 
EMERGENCY 


Appleton Electric Co. 
The Bodine Company Ine 
Cooper I 


Xing 

Dual-Lite/Emergency Lighting 
Division 

Dynaray Emergency Lighting 

Exitronix/Divison of Barron Mfr 
Corp. 

Howard Industries Inc 

Lambda Research Corp. 

MagneTek Lighting Products 
Group 


Pauluhn Electric 


AAMSCO Lighting Inc 

Angelo Brothers Company 

Bulbrite Industries Inc 

CEW Lighting Inc./Spartan 
Lighting 

Duro-Lite Lighting 

EGL Company Inc 

Eiko Ltd 

EncapSulite International Inc 

Feit Electric Co 


Full Spectrum Solutions 

GE Lighting 

Hytron Electric Products/Division 
of Trojan 

Lambda Research Corp 

Lamp Technology Inc 

Light Sources Inc 

Litetronics International Inc 

MaxLite/SK America Inc 

Microlites Scientific 


Venture Lighting International 


Venture Ligbting International, an Advanced Ligbting 
Technologies company, was founded in 1983 and is a metal 
halide, bigh-intensity lighting manufacturing company based 
in Cleveland, OH. From its inception, Venture bas been focused 
exclusively on tbe advancement of metal balide ligbting tecb- 
nology. Today, Venture ts the international leader in providing 
total, state-of-the-art metal halide lighting systems that set new 
standards for the quality of light. 


With the power of a worldwide manufacturing and distribution net- 
work, Venture Lighting is uniquely capable of designing, manufacturing 
and marketing complete, optimized metal halide systems, in particular 
the revolutionary Uni-Form, pulse-start system. By manufacturing and 
supplying all system components, Venture Lighting offers satisfaction 


and unsurpassed performance in a synergized lighting system package. 


The company's empha 


is continues to be the development of innov- 


ative, environmentally-friendly products designed for a wide range of 


metal halide lighting applications. Venture's high-quality, competitively- 
priced metal halide lamps, ballasts and controls have accelerated the 
annual market growth rate of metal halide to double that of other light- 
ing technologies. Venture offers a wider selection of metal halide lamp 
types than any other manufacturer. Of the 300+ lamp types marketed by 
Venture Lighting, more than half are unique lamps designed and manu- 


factured exclusively by the company. Of the new lamp types offered by 
the competitors in the last 10 ye 
oped by Venture. Venture’s exclusive Uni-Form pulse-start technology 


rs, about 50 percent were also devel- 


continues to lead the industry with its state-of-the-art approach to metal 
halide lighting, 


Osr 
Pauluhn Electric 

Philips Lighting Company 
Promolux 

Radiant Lamp Co. 

Silica Vacuum Products 
Sunnex Inc 

THHC Lighting 

Iracer Products 

Ushio 

Verilux Inc 

Westek Lighting 

Wiko Ltd 


LIGHT SOURCES 


COMPACT FLUORESCENT 


American Power Products Inc 
Angelo Brothers Company 
Bulbrite Industries Inc 
Duro-Lite Lighting 

Eiko Ltd. 

EncapSulite International Inc 
Feit Electric Co 

GE Light 


Hytron Electric Products/Division 


of Trojan 
Lamp Technology Inc 
Link USA International 
Litetronics International Inc 
MaxLite/SK America Inc 
Mitor Lighting 
Osram Sylvania 
Pauluhn Electric 
Philips Lighting Company 
Radiant Lamp Co 
Sunrise Lighting 
Ushio 
Westinghouse Light Bulbs 


LIGHT SOURCES 


METAL HALIDE LAMPS 


Advanced Lighting Technologies 
In (ADLT) 


Amglo Kemlite Laboratories 


elo Brothers Company 

Buhl Industries In 

Bulbrite Industries Inc 

CEW Lighting Inc./Spa 
Lighting 

Eiko Ltd 

EneapSulite International Inc 


Eye Lighting International of 
North America 

Feit Electric Co. 

GE Lighting 

Higuchi Inc. USA 

Hytron Electric Products/Division 


of Troj 
KLS Electronics USA 


Lamp Technology Inc 


Lighting Source Inc 
Litetronics International Inc 
Lumenarc Inc 

Osram Sylvania 

Pauluhn Electric 

Philips Lighting Company 
Promolux 

Radiant Lamp Co 
Techni-Lux Inc 

Ushio 

Venture Lighting International 


Welch Allyn Lighting Products 
Divi 
Wiko Ltd 


LIGHT SOURCES 


MERCURY 


Advanced Radiation Corporation 
(ARC) 

Angelo Brothers Company 

3ulbrite Industries Inc 

CEW Lighting 
Lighting 


Inc./Spartan 


Eiko Ltd. 

EncapSulite International Inc 

Eye Lighting International of 
North Americ 

GE Lighting 

Lamp Technology Inc 

Light Sources Inc 

Lumenare Inc 

Microlites Scientific 


Osram Sylvania 
Pauluhn Electric 
Philips Lighting Company 


Radiant Lamp Co 
Ushio 
Wiko Ltd 


LIGHT SOURCES 
HIGH PRESSURE 


SODIUM 


AAMSCO Lighting Inc 

Angelo Brothers Company 

Bulbrite Industries Inc 

CEW Lighting Inc./Spartan 
Lighting 

Eiko Ltd 

Eye Lighting International of 

North America 

GE Lighting 

Higuchi Inc. USA 

L 

Lighting Source Inc 


Litetronics 


np Technology Inc 


International Inc 
Lumenare Inc 

Osram Sylvania 

Pauluhn Electric 


Philips Lighting Company 
Radiant Lamp Co. 

Ushio 

Wiko Ltd 


LIGHT SOURCES 
LOW PRESSURE 


SODIUM 


Bulbrite Industries Inc 
GE Lighting 
Lamp Technology Inc 
Lumenarc Inc 


Osram Sylvania 
Pauluhn Electric 
Philips Lighting Company 


Radiant Lamp Co 


AAMSCO Lighting Inc 
Adesso Inc 

Angelo Brothers Company 
B & P Lamp Supply 
Bulbrite Industries Inc 
Duro-Lite Lighting 

Eiko Ltd 

EncapSulite International Inc 
Feit Electric Co. 

Flexlite Inc 

Full Spectrum Solutions 

GE Lighting 

Kenroy/Div. of Hunter Ltg Group 
KLS Electronics USA 

Lamp Technology Inc 

Luz Lamperaft 


es Inc 


Microlites Scientific 
Mole-Richardson Co. 
Osram Sylvania 

Pauluhn Electric 

Philips Lighting Company 
Promolux 

Radiant Lamp Co. 
Stacoswitch 

Techni-Lux Inc 

THHC Lighting 

Ushio 

Verilux Inc 

Westinghouse Light Bulbs 
Wiko Ltd 

Wolic Inc 


LIGHT SOURCES 


HALOGEN 


AAMSCO Lighting Inc 

Adesso Inc 

Ar 

Angelo Brothers Company 

Buhl Industries Inc 

Bulbrite Industries Inc 

CEW Lighting Inc./ Spartan 
Lighting 

Duro-Lite Lighting 

Eiko Ltd 

Eye Lighting International of 
North America 

Feit Electric Co 


› Kemlite Laboratories 


GE Lighting 


SA 

Kenroy/Div. of Hunter Ltg Group 
KLS Electronics USA 

Lamp Technology Inc 


Higuchi Inc 


Lumisphere USA 
Microlites Scientific 
Mole-Richardson Co. 
Ocean Optics Inc 

Osram Sylvania 

Pauluhn Electric 

Philips Lighting Company 
Promolux 

Radiant Lamp Co. 
Sunnex Inc 

Ta 
Techni-Lux Inc 

THHC цу ng 

W.N. de Sherbinin Products Inc 
Welch Allyn Lighting Products Div 
Westinghouse Light Bulbs 

Wiko Ltd 


oed. Lighting Inc 


LIGHT SOURCES 


XENON 


Advanced Radiation Corporation 
(АКС) 

American Electric Lighting/Div 
of Thomas & Betts Corporation 

Amglo Kemlite Laboratories 

Bulbrite Industries Inc 

Eiko Ltd 

GE Lighting 

KLS Electronics USA 

Lamp Technology Inc 

Lumisphere USA 

Microlites Scientific 

Ocean Optics Inc 


Osram Sylvania 

Pauluhn Electric 

Philips Lighting Company 
Techni-Lux Inc 

THHC Lighting 
Xenotech-Strong International 


ESCENT 


ELux Lighting Corp. of America 
Higuchi Inc. USA 

Lambda Research Corp. 

LSI Luminescent Systems Inc 
Osram Sylvania 


LIGHT SOURCES 
FHEEMITTING DIODES 


CCI Lighting 

Dialight 

Eiko Ltd 

Flexlite Inc 

Hewlett Packard Company 
HIL-Tech International Ltd 
Kingbright Corp. 

Lambda Resed 
Lamp Technology Inc 

LEDtronics Inc 

Leotek Electronics USA Corp 
Lighting & Electronic Design Inc 
Marktech Optoelectronics 
MaxLite/SK America Inc. 
Pauluhn Electric 

Standard Enterprises Inc 
SUNLED Corp 

Wolic Inc 


ch Corp. 


LIGHT SOURCES 


SPECIALTY 


AAMSCO Lighting Inc 

ACC Lighting 

Advanced Radiation Corporation 
(АКС) 

American DJ Supply Inc 

Amglo Kemlite Laboratories 

Bulbrite Industries Inc 

Duro-Lite Lighting 

E.G.L. Company Inc 

EGL Company Inc 

Eiko Ltd 

EncapSulite International Inc 


Systems Inc 


Ushio 


Usbio is an international manufacturer of specialty 
HID and balogen ligbt sources for a variety of general 
illumination applications, including landscape, archt- 
tectural and fiber-optic designs. Ushio offers a complete 
line of quartz halogen and discharge lamps for exterior, 


interior and display lighting including: standard and 
specialty MR11 and MR16 reflector lamps; compact sin- 
gle- and double-ended metal halide; UVprotected and 
long-life MR16 lamps; and explosion-proof metal halide. 


Ushio's series of Ultraline MR16 reflector lamps is rated at 
10,000 hours of useful lamp life, which is twice the lamp life of 
other MR16s on the market today, Our Ultraline series is avail 
able in 35W and 50W versions with wide, medium and spot 
beam spreads. This series contributes to Ushio's largest variety 
of specialty reflector lamps in the market today. For this rea 
son, Ushio is the preferred choice for light sources among pro: 
gressive lighting designers 

The special quartz burner on the Ultraline lamps eliminates 
90 percent of the UV emissions that tend to fade and discolor 
sensitive objects. Another unique attribute of the Ultraline 
series is the titanium oxide coating on the lamp reflector 
While the dichroic reflector coatings of generic MR16s tend to 
degrade with lamp life leading to color shift and light loss prob 
lems, the titanium oxide coating on the Ultraline eliminates this 
problem and provides consistent color throughout the life of 
the lamp 

Ushio's new UHI Colorlight series of colored compact metal 


halide lamps produces saturated colors of green, blue, magen- 


ta and orange without the use of colored lenses or 


Ushio's Colorlight series is available in double-ended, recessed 
single contact-based 150W versions. Lighting applications 
include amusement parks, open-air theatres, museums, gal- 
leries, stage effects, building accents and garden lighting 
Ushio's Whitestar is the newest 4200K high-color-tempera 
ture lamp added to the series of specialty MR16 lamps 


Balanced for light in the visible spectrum range between 


i80nm and 630nm, the White 


ar lamp also reduces emissions 
in the UV range, The Whitestar provides a better alternative to 
other “full-spectrum” MR16s. The Whitestar is available in a 


12V 50W version with a 36-degree beam spread. The Whitestar 
features a luminous intensity of 1200cd and a useful lifetime of 
4,000 hours, Applications include highlighting jewelry, illumi 


nating artwork and color matching, 


North America 
Full Spectrum Solutions 


GE Lighting 
Higuchi Inc, USA 
KLS Electronics US 
Lamp Technology Inc 


Light Sources Inc 
Microlites Scientific 
Mc 
Osram Sylvania 

Philips Lighting Company 


Richardson Co. 


Promolux 

Silica Vacuum Products 
Standard Enterprises Inc 
Strattman Design 

THHC Lighting 

Verilux Inc 

Westinghouse Light Bulbs 
Wolic Inc 


OTHER 


LIGHT METERS 


AEMC Instruments 

Bogen Photo Corp. 

The Cooke Corporation 

Extech Instruments Corporation 

Hoffman Engineering 
Corp./Topcon 

Huygen Corp. 

Labsphere Inc 

McMahan Research Laboratories 
Inc 

Minolta Corporation 

Mole-Richardson Co 

The Optikon Corp. Ltd 

Quantum Instruments Inc 

Rockwell Laser Industries Inc 

Steril-Aire USA Inc 


OTHER 


TESTING EQUIPMENT 


AEMC Instruments 

Area Lighting Research Inc 

Arizona Instrument Corporation 

Doug Fleenor Design 

Hipotronics Inc 

Hoffman F 
Corp./Topcon 


gineer 


Johnson Systems Inc 

JP Nolan & Co. 

Labsphere Inc 

МсМаһап Research Laboratories 
Inc 

Minolta Corporation 

Ocean Optics Inc 

Rockwell Laser Industries Inc 


OTHER 


SOFTWARE 


Breault Research Orgranization 


Inc. (BRO), 

Chauvet 

Columbia Lighting 

Electronic Theatre Controls Inc 
(ETC) 


Hoffman Engineering Corp 
Topcon 

Horton Controls Inc. (HCI) 

Hubbell Canada Inc 

Keene-Widelite 


KLS Electronics USA 

Lambda Research Corp. 

Lawrence Berkeley National 
Laboratory 

Ledalite Architectural Products Inc 

Lighting Analysts, Inc 

Lighting Technologies Inc 


Lightolie 

Lightscape Technologies, Inc 

Martin Professional Inc 

McMahan Research Laboratories 
Inc 

Minolta Corporation 

PLC Multipoint Inc 


Rockwell Laser Industries Inc 


APPLI 


AUTO/VEHICLE 


AAMSCO Lighting Inc 
Advanced Technology Corp 
APM Hexseal Corporation 
Bigorre Aerospace Corp. 
BL Innovative Lighting 
Devine Lighting Inc 
Dialigh 

Eiko Ltd 

ELux Lighting Corp. of An 


EnRel Energy Corp 

Esco International Inc 

The Fluorescent Co. Inc 

HIL-Tech International Ltd 

Holly solar Products 

Illuminates, Inc 

Labsphere Inc 

Lambda Research. Corp 

LCD Lighti 

Lifatec USA 

Lighting Components & Design 
In 

LSI Midwest Lighting/LSI 
Industries Inc 


I 
Inc 


Lucent Lighting/ITC Inc 
Lumastrobe 

Meadows Associates 
Mitsubishi International 
Nova Pole International Inc 
Optronics Inc 

Pac 
Reggiani USA Illumination Inc 
Sportlite Inc 


aged Lighting Systems Inc 


Ultratec Fibre Optic Corp 


APPLICATIONS 
AVIATION 


Adra Electric Products Inc 
BetaLux/Div. of SRB Technologies 
Inc 


хте Aerospace Corp 

BL Innovative Lighting 

Circle D Lights 

Dialight 

ELux Lighting Corp. of America 
FarLight Corporation 

Higuchi Inc. USA 

HIL-Tech International Ltd 
Holly Solar Products 


ss Inc 


Kopp Gl: 
Labsphere Inc 

Lambda Research Corp. 

LCD Lighting Inc 

Lifatec USA 

LightForm+ 

Lighting Components & Design 


Inc 


LSI Luminescent Systems Inc 
Luminexit/SRBT 

Meadows Associates 
Microlites Scientific 

Pauluhn Electric 

Rambusch Lighting 

Sportlite Inc 

Stacoswitch 

Sterner Lighting Systems Inc 
Sunnex Inc 

Ultratec Fibre Optie Corp. 
Yosgad Lighting Industries Inc 


APPLICATIONS 


CONFINEMENT 


Advanced Control Technologies 
Inc 

Alpha-litc 

Barbican Architectural Products 

BL Innovative Lighting 

CD Lighting Inc 

Circle D Lights 

Cooper Lighting 

Exitronix/Divison of Barron Mfr 
Corp 

HIL-Tech International Ltd 

Holcor/Public Access Lighting 
LLC 

Kenall Manufacturing 

Kirlin Company 

Kramer Lighting Inc 

L.C. Doane 

Lambda Research Corp. 

Leviton Manufacturing Co, Inc 

Lighting Components & Design 
Inc 

Lightron of Cornwall Inc 

Morlite Inc 

Norwell Manufacturing Co. Inc 

PMC Lighting Inc 

Sportlite Inc 

Ultratec Fibre Optic Corp. 


APPLICATION 


DAYLIGHTING 


Alpha-lite 

Bogen Photo Corp 

Day Light Controls Inc 

De Sisti Lighting 

Dialight 

Edison Lighting Fixture Mfg. 

Eiko Ltd 

Flectrol Engineering Inc 

FarLight Corporation 

Gaslight America West 

Hubbell Canada Inc 

Huvco LLC/The DayLite Co. 
Division 

Kramer Lighting Inc 

Labsphere Inc 

Lambda Research Corp 

LCD Lighting Inc 

Leviton/Lighting Control Division 

Leviton Manufacturing Co, Inc 

Lifatec USA 

Lighting Components & Design 
Inc 

Lightron of Cornwall Inc 

Meadows Associates 

Mitsubishi International 

Mole-Richardson Co. 

Novitas Inc 

Pearce Lighting Mfg 

PLC Multipoint Inc 


o 


PMC Lighting Inc 

Scavo 

Solatube International Inc 
The SunPipe Co 
Sportlite Inc 

Triatek Inc 


Unenco 
Verilux Inc 
Voigt Lighting Industries Inc 


Warner Electric/Superior Electric 


APPLICATIONS 


HOUSES OF WORSHIP 


Advanced Control Technologies 
Inc 

Alpha-lite 

Architectural Lighting Systems 

Jarbican Architectural Products 

Best Lights Inc 

BL Innovative Lighting 

Brentwood Lighting Company 

D'Lights 

Day Light Controls Inc 

De Sisti Lighting 

Devine Lighting Inc 

Electrol Engineering Inc 

Electronic Theatre Controls Inc 
(ETC) 

Esco International Inc 

Exitronix/Divison of Barron Mfr 
Corp. 

George R Snell Associates Inc 

High End Systems Inc 

Holophane Corp 

Johnson Systems Inc 

Kane-Shrader 

Kenall Manufacturing 

Kirlin Company 

Kramer Lighting Inc 

Lehigh Electric Products Co. 

Leviton/Lighting Control Division 

Leviton Manufacturing Co. Inc 

LightForm+ 

Lighting Components & Design 
Inc 

The Lighting Edge Inc 

LSI Midwest Lighting/LSI 
Industries Inc 

Lyn Hovey Studio 

Manning Lighting 

Martin Professional Inc 

Meteor Light & Sound Co. Inc 

Mills Architectural Lighting 

Norton Industries Inc 

Norwell Manufacturing Co. Inc 

NSI Corp. 

Pearce Lighting Mfg 

PMC Lighting Inc 

Rambusch Lighting 

Scavo 

Se'lux USA Corporation 

Sonoma Lighting 

SPI Lighting Inc 

Sportlite Inc 

St. Louis Antique Lighting Co. 

Times Square Lighting Co. 

Ultratec Fibre Optic Corp. 

Unenco 


Ward Industries 
Warner Electric/Superior Electric 
Z-Lite - Jenamees Inc 


oreanization profile 


The International Association of 
Lighting Designers 


The International Association of Lighting Designers is an internationally recognized organization dedicated 
solely to tbe concerns of independent, professional lighting designers. Founded in 1969, tbe IALD now bas 
over 600 members worldwide. As the only global organization that focuses on lighting design, the IALD pro- 
vides a worldwide forum for tbe accomplisbed lighting designer as well as tbose just entering tbe profession. 
Tbe IALD strives to set the global standard for lighting design excellence by promoting the advancement and 
recognition of professional lighting designers. Governed by a 10-member Board of Directors, the IALD is a 
volunteer organization that relies on the active participation of its members. 


Qualifications for IALD membership vary by membership level. Profe: 
ers with a minimum of four years of senior design experience and is based upon completion of a peer review of select- 
ed projects. Associate membership i lable to all other practicing lighting designers. The IALD welcomes Affiliate 
members who are design professionals from related fields, teachers of lighting and members of the press. Those in man- 
ufacturing, sales or utilities are not eligible for membership. АЙ [ALD members subscribe to the [ALD Standards of Ethical 
Practice, Vision and Mission. 

IALD members are recognized through member referrals, use of the IALD acronym and public awareness programs. 
The Association supports its members through professional development and continuing education by providing infor- 
mation related to professional business standards and through its internship program, which brings qualified young peo- 
ple into the field of lighting design. Through the IALD Internship Program, qualified students have the opportunity to 
learn about architectural lighting design while working with a professional design firm, and IALD member firms have 
access to talented assistants. 

The IALD is actively involved in many industry activities including: 

Energy polícy. The IALD monitors and influences energy standards throughout the world. These efforts involve pub- 
lic education, consultation to code-writing authorities and regulatory agencies and participation in projects related to 
lighting quality and lighting energy. The IALD also offers technical assistance to members of the association on energy- 
related issues. 

Awards program. 'The Lighting Design Awards Program, established in 1983, recognizes lighting projects which dis- 
play high aesthetic achievement backed by technical expertise. Designers from around the world have been recognized 
for their excellence. 

Metrics of quality. The IALD is working to improve lighting quality through the development of situation models of light- 
ing comfort and effectiveness which will form the basis of research and the es blishment of minimum quality for design. 

Lighting design seminars. As part of its commitment to improving the quality of lighting design, the IALD provides 
educational sessions on lighting developments at its own conferences, trade shows and meetings, and at the request of 
other organizations. 

Additionally, the IALD actively participates in several lighting trade fairs around the world, provides annual scholar- 
ships and grants to students and researchers in the area of lighting design and formed The Lighting Industry Resource 
Council (LIRC) in 1996 to provide a forum for IALD members and lighting manufacturers to discuss current topics, trends 
and issues in the lighting area. The LIRC adds a critical dimension to IALD activities and improves the quality of light- 
ing overall. Currently, the LIRC is developing Specification Integrity Guidelines. 

АЙ IALD members receive 7ALD Reflections, a bi-monthly publication issued to maintain communication among the 
membership, as well as a directory of IALD and LIRC members. 

То search a directory of lighting designers and view a calendar of events and announcements regarding the intern- 
ship program and job opportunities, visit our website at www.iald.org. 

To learn more about the IALD, contact them at (312) 527-3677, fax (312) 527-3680/Merchandise Mart, Suite 11-114A, 
Chicago, IL 60654. 


ional membership is limited to lighting design- 


MARINE 


AAMSCO Lighting Inc 

APM Hexseal Corporation 
Bigorre Aerospace Corp 

BL Innovative Lighting 
Canplas Industries/Canlet 
Celestial Lighting 

Circle D Lights 

Day Light Controls Inc 

DeepSea Power & Light 
Dialight 

Edison Lighting Fixture Mfg. 
Eiko Ltd 

ELux Lighting Corp. of America 
Esco International Inc 
itronix/Divison of Barron Mfr 
Corp. 

FarLi 


George R Snell Associates Inc 


zht Corporation 


Glendale Contract Lighting 
HIL-Tech International Ltd 
Holly Solar Products 
Holophane Corp 

Hubbell Canada Inc 


Killark Electric Manufacturir 


Kopp Glass Inc 

Kramer Lighting Inc 

L.C, Doane 

Labsphere Inc 

Lambda Research: Corp. 

LCD Lighting Inc 

LightForm+ 

Lighting Components & Design 


Inc 
LSI Luminescent Systems Inc 
LSI Midwest Lighting/LSI 
Industries Inc 
Lucent Lighting/TTC Inc 
Lumisphere USA 
Modulightor Inc 
Pauluhn Electric 
Pelican Rope Works 
Reggiani USA Illumination Inc 
Stacoswitch 
Stellar Lighting Design 
Sunnex Inc 
Ultratec Fibre Optic Corp 
Voigt Lighting Industries Inc 
Warner Electric/Superior Electric 
Yosgad Lighting Industries Inc 


APPLICATIONS 


MEDICAL/HEALTH 


ACC Lighting Systems Inc 

Adjustable Fixture Co. 

Advanced Control Technologies 
Inc 

Alkco Lighting 

Alpha-li 

APM Hexseal Corporation 

Architectural Lighting Systems 

Baci by Remcraft 

Barbican Architectural Products 

Bigorre Aerospace Corp. 

Brentwood L 

CD Lighting Inc 

Columbia Lighting 

Cooper Lighting 


zhting Company 


Dainolite 

Day Light Controls Inc 
Day-Brite/Capri/Omega 
Da 
Dazor Mfg. Corp 
Devine Lighting Inc 


O-Lite Fluorescent Fixtures 


Dialight 

Eiko Ltd. 

Elliptipar 

ELux Lighting Corp. of America 

Excelite Inc 

Exitronix/Divison of Barron Mfr 
Corp 

Full Spectrum Solutions 

George R Snell Associates Inc 

Higuchi Inc. USA 

Holcor/Public Access Lighting 
LLC 

Kane-Shrader 

Kenall Manufacturi 

Kirlin Company 

Kramer Lighting Inc 

Kurt Versen Company 

Kurtzon Lighting 

KW/2 Lighting Products/Div. of 
Solar Kinetics, Inc 

L.C. Doane 

Labsphere Inc 


Lambda Research Corp 
hting Inc 

Leviton Lighting Control Division 
Leviton Manufacturing Co. Inc 
Lifatec USA 

Lighting Components & Design 


Inc 
The Lighting Edge Inc 
Lithonia Lighting Canada 
LSI Midwest Lighting/LSI 


Industries Inc 
Lumax Industries Inc 
Meadows Associates 
Microlites Scientific 
Norton Industries Inc 
PMC Lighting Inc 
Rambusch Lighting 
Roberts Step-Lite Systems 
Se'lux USA Corporation 
Sonoma Lighting 


Sportlite Inc 

Stellar Lighting Design 

Sunnex Inc 

Teron Lighting Inc. (TLD 
Triatek Inc 

Ultratec Fibre Optie Corp 
Verilux Inc 

Vista Lighting 

Warner Electric/Superior Electric 
| Lighting Industries Inc 


Yosg 


APPLICATIONS 
SPORTS 


Adra Elec Products Ine 
Alpha-lite 

APM Hexseal Corporation 
Arri USA 


Best Lights Inc. 


Brentwood Lighting Company 

CD Lighting Inc 

Cooper Lighting 

Day Light Controls Inc 

Day-Brite/Capri/Omega 

Day-O-Lite Fluorescent Fixtures 

De sisti Lighting 

Devine Lighting Inc. 

Electrol 

Electronic Theatre Controls Inc 
(ETC) 

Elliptipar 

ELux Lighting Corp. of America 

Esco International Inc 


ngineering Inc 


Exitronix, Divison of Barron Mfr 
Corp 


George R Snell Associates Inc 


High End Systems Inc 

Holophane Canada Inc 

Holophane Corp 

Hubbell Canada Inc 

Keene-Widelite 

Kenall Manufacturir 

Kirlin Company 

KLS Electronics USA 

Kramer Lighting Inc 

Kurtzon Lighting 

Labsphere Inc 

Lambda Research Corp 

Leviton Manufacturing Co. Inc 

LightPorm+ 

Lighting Components & Design 
Inc 

Lithonia Lighting Canada 

Martin Professional Inc 


Norton Industries Ine 
Pelican Rope Works 
Qualite Sports Lighting Inc. 
SPI L 
Sportlite Inc 

Sterner Lighting Systems Inc 


thting Inc 


Triatek Inc 
Voigt Lighting Industries Inc 


Warner Electric / Superior Electric 


APPLICATIONS 
ENTERTAINMENT/ 
THEATER/TV 


A.C.T. Enterprises, Inc 

Alpha-lite 

Altman Stage Lightir 

American DJ Supply Inc 

Anton/ Bauer Inc 

Arri USA Inc 

B & P Lamp Supply 

Baci by Remcraft 

BetaLux/Div, of SRB Technologies 
Inc 


Co. Inc 


BL Innovative Lighting 
Bogen Photo Corp 
Brentwood Lighting Company 
Buhl Industries Inc 

Celestial Lighting 

Chimera 

Cinemills Corporation 

City Knickerbocker 

Cooper Lighting 

Crystalite Industries Inc 


D'Lights 

Day Light Controls Inc 

De Sisti Lighting 

Dedotec USA Inc 

Diversitronies Inc 

Donovan Design Co 

Doug Fleenor Design 

Eiko Ltd 

Electrol Engineering Inc 

Electronic Theatre Controls Inc 
(ETC) 

Electronics Diversified Inc, (EDD 

ELux Lighting Corp. of America 

ETA Systems 

Exitronix/Divison of Barron Mfr 
Corp 

FarLight Corporation 

The Fluorescent Co. Inc 

Frezzolini Electronics Inc 

Future Light Inc 

Gemini Sound Products, 
LyteQuest Pro Lighting 

George R Snell Associates Inc 

High End Systems Inc 

Higuchi Inc. USA 

Holly Solar Products 


V Ó—————————Á'Á'———————————— M ———————MÉÁÓ 


Isys/Cae Inc 

Johnson Systems Inc 

KLS Flectronics USA 

Kopp Glass Inc 

Kramer L 

KW/2 I 
Solar Kinetics, Inc 

Labsphere Inc 

Lambda Research Corp. 

Laser Images Inc 

LCD Lighting Inc 

Lehigh Electric Products Co. 

Leviton/ Lighting Control Division 

Leviton Manufacturing Co, Inc 

The Light Source Inc 

Lighting and Electronics Inc 

Lighting Components & Design 


iting Inc 
ting Products; Div, of 


Inc 
Lightronics Inc 
Luminexit/SRBT 
Luz Lampcraft 
Marinco Specialty Wiring Devices 
Martin Professional Inc 
MBT Lighting & Sound 
Meteor Light & Sound Co. Inc 
Microlites Scientific 
Mole-Richardson Co. 
Neon Design Inc 
Norton Industries Inc 
NSI Corp. 
NTL Lighting Systems 


Ocean Optics Inc 


Packaged Lighting Systems Inc 

Patterns Co. 

Pearce Lighting Mfg. 

Pelican Rope Works 

Peter Albrecht Company Inc 

Phoebus Manufacturing 

Rambusch Lighting 

Remote Source Lighting 
International Inc 

Roberts Step-Lite Systems 


Rosco/Entertainment Technology 

Scavo 

Science Faction Corp. 

Showcraft 

Stellar Lighting Design 

Strattman Design 

Strong Spotlights/str 
International Inc 

Techni-Lux Inc 

Times Square Lighting Co. 

Tomcat USA Inc 

Total Structures Inc 

ГРК Enterprises Ltd 

Ultratec Fibre Optic Corp. 

Verilux Inc 

Versatruss 


Warner Electric/Superior Electric 
Wildfire Inc 
Wybron Inc 


oreanization profile 


NCQLP 


National Council on Qualifications 


for the Lighting Professions | 


NCQLP 


The National Council on Qualifications for tbe Lighting Professions (NCQLP) is an independent, 
nonprofit corporation established by the lighting industry to develop and implement a voluntary 
certification program. NCQLP's mission is to certify lighting professionals thereby promoting the 
general well-being of the public through effective and efficient lighting practice. The NCQLP and 
its member organizations have established a certification process by whic h practitioners in light 
ing and lighting-related fields, through a standardized testing program, demonstrate their knowl- 


edge and experience in lighting. 


The Lighting Certified (LC) program is a voluntary, industry-led effort that recognizes profes- 
sionals who have met specific basic standards as measured by the LC examination, These spe 
cific standards, set through an intensive peer development and review process, are measured by 
a standardized examination that tests critical knowledge and the application of principles and 
technology to industry-specific practices 

The Lighting Certified (LC) examination is offered annually in November. After two years of 
examinations, more than 800 professionals now hold the LC credential 

NCQLP's membership includes organizations and federal agencies; membership is open to 
organizations and associations in lighting and related industries. 


American Society of Interior Designers CASID) 
California Energy Commission (CEC) 

Electric Power Research Institute (EPRD 

Illuminating Engineering Society of North America (ESNA) 
International Association of Lighting Designers (ALD) 
International Facility Management Association (IFMA) 
International Interior Design Association (IDA) 
Lighting Research Center (LRC) 

National Electric Manufacturers Association (NEMA) 
The National Lighting Bureau (NLB) 

The Nuckolls Fund for Lighting Education 

U 


Department of Energy-Facilities Energy Management Program (DOE-FEMP) 
U.S, Environmental Protection Agency (EPA) 
U.S. General Services Administration (GSA) 


The development of the Lighting Certified (LC) credential was funded through a 
major grant from the U.S. Environmental Protection Agency (EPA). Additic nal sig- 
nificant support has been provided by the Department of Energy-Federal Energy 
Management Program (DOE-FEMP), International Association of Lighting 
Designers (IALD), International Illuminating Engineering Society of North 
America (IESNA) and the California Energy Commission (CEC). The NCQLP 
also receives extensive support from manufacturing and lighting companies. 
For additional information, contact the NCQLP at (301) 654-2121, by fax at 
(301) 654-4273, through its website www.ncqlp.org.. or by mail at 4401 East- 
West Highway, Suite 305, Bethesda, MD 20814 
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special advert 


100,000 Hours of 
LED Life With No 
Color Loss 


CCI Lighting offers 
the L Orion 
Collection.This water 
proof design is avail- 
able in a variety of 
colors, voltages and 
sizes for both indoor 
ind outdoor use. At 
CCI. our specialty is 


providing a custom product to fit your specific project requirements. 


And, like our product, our superior customer service and on-time 


delivery are second to none. For more information on our 


MR 16, Recessed and Linear product lines, please contact us at (847) 


541-4020. 


erry Tree Design 


The Kyoto Pendant features 
interlocking joinery and a 
structure that is reminiscent 
of the East with its 
upwardly bent top beams 
and chamfered sides. The 
diffuser is available in 
glass, paper or mica and is 
pictured here with natural 
rice paper. This light is 
made of solid cherry. Our 
color lighting catalog 
includes many Asian and 
contemporary lighting 
designs, and we are often 
commissioned to build 
custom lights for а variety 


of commercial and residential projects. 


Davis/Muller Lighting's 3110 
Series is one of many newly 
introduced, specification-grade 
pendant fixtures. Available in 
numerous sizes, lamping 
options and finishes, all 
designs can be complemented 
with matching sconces and 
surface mounts. AII fixtures 
are made of solid brass. An 
acrylic diffuser is shown 
Other s 
natural alabaster are also 


yles in cast glass and 
available 


For more information on our 
products, call 888-Dav-Mull or visit www.davismuller.com 


NO 


new 


52 


Dreamscape Lighting Mfg., I1 


Mystique Pinhole Trim 
* 
Flush Trim Collar 
(patent pending) 


A remarkably 
different recessed light 


Please visit our website at 
www.dreamscapelighting.com 
for the full story or call 310. 
838-7043 for information. 


CIRCLE NO 


Dreamscape Lighting Mfg 


Miniature T5 
fluorescent 
fixtures are a 
powerful light 
source, yet they 
measure only 3!/ 
in. wide. Ex- 
cellent lumen 
output and high 
color rendering 
make this a great 
vanity light 


For more inform- 
ation on our 
products, visit our 


53 


website at www.dreamscapelighting.com or call 310-838-7043. 


CIRCLE NO 


Reflections Vanity Light 


Light emanates from the 
acrylic or glass panels set 
flush with the mirror 
The Т5 fluorescent light 
source provides a soft 
but powerful vanity 
illumination. 


For more information, 


visit www.dreamscape 
lighting.com or call 310- 


CIRCLE NO 
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Eclipse Lighting 


ne of decor 
s ion-grade out 
and ADA-compliant indoor 
uminz 


provide g 


incandescent la 
ible ir 


model 


unique retrofit capability for 
the decorative cage. Ideal 
for comm 

and residential app 
Custom designs available. 


9161; fax (773) 481-0729; www 


are available for variou: 
Quad and Biax flu 
lamps. Ех 
rendering 
which eliminates the un 
pleasant с listortion 
created by many HID 
tures. Light le 
et IES recon 

xcellen 

Some mode 
cold weather start 


Excelite 


Pyramis—the 

beauty of faux 

alabaster in ап 

attractive con 

temporary style. 

The diffuser 

smoothly luminous over its ful gth. Pyramis wall bracket use: 
two T8 lamps and provides generous uplight and downlight. Ideal 
for vanity, over-be space ambient lighting available in 


3- or 4-ft. lengths, p! hing wall sconce 


300W 


ight 


through t« 
ceiling g 'st below in a soft pool. Stem and 


ray hammer e; dish is edged in 


electronic ballast 


state-of-the 
35W and W 


electronic HID ballast 


will be available 
2000. Higher v 
HID ballast v 


late 2000 availability 


Ei T LE 
RANSFORMERS, INC 


for your electronic transformer 


8-8006. fax ) 288-8105 


Italiana 


The support is anodized 


L-approved 
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special advert 


Lighting Analysts 


AGI32 is à three 
dimensional 
z analysis 
gram capable 
producing 
numerical values 
and color render 
ings for complex 
Illuminated 
environments 
either interior or 
exterior. AGI32 
in import and 
export CAD-compatible DXF for 


p "s and operates with IES 


format photometry from any lighting fixture manufacturer 


CIRCLE No. 62 


The ВР75 Series 
dramatic, unique de 
state-of-the-art projection 
lighting. Designed for 
display and architectural 
environments, the BP75 
features a unique drop in 
cartridge with the ability to 
project, focus and rotate up 
to 100 degrees any 


f (two 


combination « 
patterns (gobos), which 
can be either glass, metal 
or dichroic color filter 


simultaneously 


Luceplan USA 


Fortebraccio provides 
highly aimable, energy 
efficient illumination 
for a broad range of 
task applications in both 
contract and residential 
environments, in port 
able desk, table, floor 
models, as well as wall 


mounted versions. Clas 


sic conal shades are 
affixed to counterbalanced, single or dual lamp arms with а 


center rotating axis an signed handles that extend 


out at the front for precise placement of the lamp head. 60W 
soft white incandescent, 100W A19 incandesc эг miniature 


100W T10 halogen lamps provide illum 


Lumec 


The Transit family of post-top 
and suspended luminaires 
offers exceptional looks 
photometric performance and 
ease of maintenance. The post- 
top TR10 and suspended TR20 
luminaires come in the 
Sealsafe sealed optical system 
that offers a cut-off reflector 
hermetically sealed over a 
155 lens or a 
prismatic vessel. This ensures 
that the nal surfaces of the 
cal system will not 
thus producing a 

ight Loss Factor (LLF 
Other features include tool-free 


access and various mounting and pole options. 


CIRCLE No. 65 


Lumenton 


Choose from a variety of 
modern and untraditional 
outdoor posts. All made from 
the highest grade of 
aluminum die cast in three 
distinctive colors of white, 
black and verde green. All 
posts are accentuated by their 
matching wall or gatemount 
Complement your design 
with Lumenton wall sconces 
All units available in 
incandescent compact 


fluorescent or HID. 


Visit our website at www.lumenton.com 


CIRCLE NO. 66 


Luminis LC 


Luminis offers a com- 
selection of 
inative solutions 


1 out 


for architectura 
door and indoor lighting 
using high quality cast 
aluminum components 
Luminis Nautilux 
NT800 Series is a 
versatile solution to 

geometry and 


architecture 


Visit us at www.luminis.com. 


CIRCLE NO. 67 


MagneTek 


The new Triad com- 

pact fluorescent bal 

lasts feature a low- 

profile design and uni 

versal input voltage 

(108-305V) and meet 

ANSI requirements for 

end-of-lamp-life shut 

down circuit. Designed 

for flexibility in office, 

retail and outdoor applications, the ballasts are ideal for 
downlighting and small architectural fixtures, as well as outdoor 
applications. The new models operate one 42W, one 32W, one 
26W and/or two 26W compact fluorescent lamps, as well as 
24W TTS and 28W 2D lamps 


CIRCLE No. 68 


Prima Lighting Corp. 


Prima Lighting Corp., 

a California-based 

company, announces 

its premier 12V flex 

ible monorail system 

featuring a completely 

new image and 

concept. Designed to 

fit today's fashion 

track lighting, Orbit is available in a choice of two contemporary 
finishes—champagne and silver. For more information, call 
(661) 775-4839. 


CIRCLE NO. 69 


PI Lighting 


SPI Lighting's ips 
pendant offers an 
alternative to HID 
high- and low-bay 
lighting. Ips’ low- 
profile housing 
accommodates an 
optical system that 
achieves a 92-per- 
cent efficiency. The 
pendant uses four or 
eight 40W and 55W 
compact fluorescent 
lamps to deliver up to 38,400 lumens. Ips is available with 


various mounting accessories 


CIRCLE No. 70 


THHC Lighting 


THHC Lighting, the originator of 
low-voltage miniature Rigid Loop, 
Festoon and Wedge-base Xenon 
lamps, presents the newly 
developed Xelogen bi-pin 
lamps. The Xelogen bi-pin lamp 
series is available in 12V and 24V 
at SW, 10W, 20W, 35W and SOW 
with a life expectancy of 5,000 to 
20,000 hours. Other advantages of 
Xelogen lamps when compared to 
its halogen equivalent are: less 
heat, low pressure, no UV hazard, 
dimmable, no shielding required 
and ease of handling (bare hands 
do not damage lamp). THHC Xelogen lamps are an ideal 
replacement for halogen JC bi-pin lamps in countless lighting 


applications 


CIRCLE МО, 71 


limes Square Lighting 


The SB56MH 150W 
metal halide fixture 
from Times Square 
Lighting is perfect for 
lighting applications 
where an object to be 
illuminated is a fair 
distance from the light 
source. Atriums and 
shopping malls are 
good examples for use 
of this fixture. Lamps 
аге available in both 15 


and 30 degrees 


CIRCLE No. 72 


TPR Enterprises, Ltd. 


Manufacturer of 

fiber-optic light 

ing systems in 

cluding halogen 

illuminators, 

metal halide illu. 

minators, DMX- 

addressable illu- 

minators, synchro- 

nizable illumi 

nators, lenses 

fiber-optic bun 

dles, fiber-optic curtains, side-glow fiber and fiber-optic 
signs. We also manufacture a broad range of lighting 
equipment for entertainment retail and themed 
environments 
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Call today for a catalogue and a competitive price quote 
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039 | sales@moritexusa.com 
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chasing effects 
tree lighting 


ШЇ єє UL listed 


belt lights 
tape lights 
colors 

in/outdoor 
strip lights 
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LIGHTOLIER 


See what “Designing with Light” is all about with our full 


line of Lightolier track, recessed, fluorescent & controls. 
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Call forentries 


INTERNATIONAL ASSOCIATION OF LIGHTING DESIGNERS 


| 


The Lighting Design Awards were 
established to increase awareness 


not eligible. 


Judging 

Projects will be judged individually 
based on aesthetic achievement 
and technical merit in accordance 
with the designer's concepts and 
goals. The IALD encourages 
submissions of all types and sizes of 
projects. This is not a competition. 
There is no minimum or maximum 
number of awards granted. Each 
project will be judged on its own 
merits, not against other projects. 
Judging will take place over two 
days in February. 


Awards 

There are two types of awards, 
Awards of Excellence and Awards 
of Merit. Special recognition may 
be given for certain unique 
solutions. Award winning projects 
will be recognized at the IALD 
Awards Dinner and Presentation 
on May 10, 2000, in conjunction 
with LIGHTFAIR INTERNATIONAL 
in New York, New York. Winning. 
projects will be published in 


architectural lie 


INTERNATIONAL ASSOCIATION OF LIGHTING DESIGNERS 


17th Annual Lighting 


Design Awards 


CO-SPONSORED BY ARCHITECTURAL LIGHTING 
CALL FOR ENTRIES 


Please include all of the following for each entry— 


Cover Page: Please provide the IALD with the following information on a cover page 
to your entry: 

* Entrant's Name 

* Street Address, City, State or Province, Postal Code, Country 
* Phone and Fax Number 

* Name of Project 

* Location of Project 

* Date of Completion of Project 

* Lighting Designer on Project 

* Size of Project (in square feet or meters) 

* Installation Cost of Project 

* Watts per Square Foot or Meter 


Written Brief: A synopsis of the special challenge(s) or restraints of the project 
and a description of your design solution (75 word max.) This is a critical part of your 
submission and is the only written information read in the first round of review. 


to each slide you have submitted (50 words per slide max.). The descriptions should 
include types of fixtures used and reasons for their selection. 


~ |7) Slides: A maximum of ten (10) 35mm slides of the project. Originals or high quality 


duplicates are required. The quality of the photography is important in the judging 
process. Avoid the use of fill light. Enhanced or retouched photographs are not 
allowed. Entrants are encouraged to include photographs which show the project in 
use, in context with its surroundings and from a human vantage point. Professional 
photography is advisable. Smaller scale projects should show more detail rather 

than reducing the number of slides. The IALD recommends a minimum of six (5) 

slides per project. If plans and drawings are required to describe the lighting solution, 
we recommend photographing essential information and including them as slides. 

If the project is a renovation, an image of the project before changes is recommended. 
If the project includes exterior lighting, at least one daytime photograph is 
recommended. All slides must be labeled with project and firm name and numbered to 
correspond with the keyed description. With slides positioned right reading, number 
each slide in the upper right corner and place project name in the upper left corner of 
the slide. Photographs, drawings and/or magazine articles will not be considered. 


Return of Slides: The |ALD will retain the slides of all entries for educational purposes 
unless you specifically request that they be returned. If you wish your submission to be 
returned, please indicate so in writing and include a return self-addressed envelope 
with the submission. 


Entry Fee: (per entry, in U.S. dollars) 

* $40 IALD or LIRC Members 

* $75 Non-Members 

Payment is by check, money order or credit card (MasterCard or VISA). Checks must 
be payable in United States currency, made payable to IALD. A single payment may 
be used for multiple entries. Please do not send cash. 


Address entries to: [ALD Awards Program, International Association of Lighting 
Designers, The Merchandise Mart, Suite 11-114A, 200 World Trade Center, Chicago, IL 
60654 USA, Telephone 312-527-3677, Facsimile 312-527-3680, E-mail: iald@ iald.org 
Make sure you include: 


* Cover Page * Keyed Description 
e Written Brief • Slides 


* Entry Fee 


Incomplete or late entries will not be considered. 


SUBMISSIONS MUST BE RECEIVED NO LATER THAN FEBRUARY 1, 2000 


Call for entries courtesy of Architectural Lighting Magazine 


